WEATHER FORECAST 
Bay Area: Fair through 
Saturday except fog near 
ocean extending i n l a n d 
early morning. 
Sierra N e v a d a : Fair 
through Saturday. 
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Soviets Orbit 
New Satellite 
With Animals 


Russians May Attempt 


To Return Ship To Earth 


MOSCOW (/P)— The Soviet Union announced the 
launching of a new space ship into orbit carrying two 
dogs and other animals whose life above the clouds will 
be reported back by television. 


Moscow Radio said the five-ton space ship is in orbit 
at an altitude of 320 kilometers— 198.8 miles. 


The dogs aboard are named Strelka and Belka. mean­ 
ing pointer or arrow and squirrel. 


The other animals were no immediately identified, 
but Moscow Radio said these 
Suit Attempts 


To Block Cove 


Land Purchase 


Three Sausalitans sued the 
city council yesterday after­ 
noon to prevent the city from 
buying underwater lots in Shel­ 
te r Cove. 


A petition for write of m an­ 
date filed in Marin County Su­ 
perior Court asked that the 
city be restrained for spending 
an additional $42,000. 


By public subscription. $21,- 
000 of the $63.000 purchase 
price has already been raised. 


The city has agreed to buy 
the lots, next to Sally Stan­ 
ford's Valhalla Restaurant, for 
preservation of 
their scenic 
beauty and possible recreation­ 
al use. 


Seeking to keep the water­ 
front property on the tax rolls 
were Russell S. Reagan, insur­ 
ance man, of 1 Edwards Ave­ 
nue; Dr. Robert A. Scarbor­ 
o u g h of 55 Crecienta Drive 
and Victor E. Hecht, retired, of 
32 Vista Clara Road. 
They claimed that the city 
council refused to act on a pro­ 
test petition containing 422 sig­ 
natures against buying the lots. 


two dogs have flown before, 
accompanied by a big gray rab­ 
bit. 


The broadcast said the p u r­ 
pose of the ship is to test how 
living creatures could exist in 
space— and 
also 
how 
they 
might 
be 
brought 
back 
to 
earth. 
The broadcast did not state 
whether 
it 
was 
planned 
to 
bring these particular animals 
back to earth. 
(United Press International 
reported 
that 
Prof. 
Anatole 
Blagonravov, 
a 
top 
Soviet 
rocket 
expert, 
told 
a 
news 
conference at the International 
Congress 
in 
Stockholm 
that 
Russia will attempt to bring 
the animals hack. 
But he said 
he “cannot say when or w here 
this will happen.” ) 
Radio equipment will report 
back the condition of the ani­ 
mals and the functioning of 
the apparatus aboard and, said 
Moscow' Radio, television re­ 
ports of their activities also 
will be sent back. 
“The main purpose of the 
launchtng is the further de­ 
velopment of a system to sup­ 
port man's life in space, se­ 
curity of his flight and return 
to earth.” said the Soviet news 
agency Tass in an announce­ 
ment of the launching. 


Powers Given 10 Years, 
But Only Three In Prison 


k 
Pilot Allowed Visit 


With Wife, Parents 


MOSCOW i/P- The Soviet Union tonight sentenced 
Francis Gary Powers to prison, and then permitted him 
to see his tearful wife behind the scenes at the court­ 
room where he was tried lor his U-2 spy flight. 


A military court gave the 31-year-old American pilot 
a 10-year sentence lor espionage hut modified that by 
specifying only three years are to be spent in prison. 


The rest of the sentence is covered by “deprivation 
of liberty." 
That may mean assignment to a special 
colony with other prisoners, or 


m ia f 


POWERS HEARS CHARGE 
U-2 pilot Franc is Gary Powers 
sit in prisoner's dock in Moscow to hear Soviet prosecutor 
Roman Rudenko demand 15-year sentence for him on es­ 
pionage charges. Powers received a 10-year sentence. 
(AP Wirephoto via radio) 
U.N. Meeting Set 
On Congo Crisis 


Ike 'Regrets' 


Severity Of 


Soviet Court 


WASHINGTON (UPli 
Presi- 
d e n t 
Eisenhower expressed 
“regret” today over “the sever­ 
ity of the sentence” handed 
U-2 
pilot 
Francis G. Powers 
and deplored Russian propa­ 
ganda activity in connection 
with his capture and trial. 
Sen 
Jo|in F. Kennedy, the 
Democratic presidential nomi­ 
nee. called the 10-year sentence 
“extremely harsh.” Saying the 
trial 
showed 
the 
31-year-old 
flier was only doing his duty, 
Kennedy called on Eisenhower 
to work to have the sentence 
commuted. 
The president made clear in 
a special statement that this 
government w'ouid use every 


aboard— the 
dog 
Laika—was 
fired into orbit by the U.S.S.R. 
in November, 1957. 


X -75 TESTS HEAT 


Rocket Ship Probes 


Space-Edge Dangers 


E D W A R D S AIR FORCE 
BASE </P>— An X-15 rocket ship 
stuck its needle-like nose into 
the so-called heat barrier to­ 
day, probing for the first time 
the dangers it will meet in trips 
to the edge of space. 
Test pilot Joe Walker, who 
set a world speed record of 
2,196 miles an hour in the X-15 
last 
Aug. 4, held 
his 
speed 
down to 1,986 m.p.h. today. 
Today’s mission was to learn 
how much the ship heated up 
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at that speed at the compara­ 
tively low altitude of 75.000. 
The X-15 has gone as high as 
136.500 feet, also a record, set 
Aug. 12 by Maj. Robert White. 
Future flights will determine 
how well the craft withstands 
air friction at other speeds and 
altitudes. 


Major hot spots are on the 
plane's nose, the leading edges 
of 
its 
stubby wings and its 
heavy tail surfaces. 


The 
National 
Aeronautics 
and Space Administration said 
it would be several hours be­ 
fore the degree of heat encoun­ 
tered today can be determined, 
but a spokesman estimated it 
at a little under 500 degrees. 
The ship is designed to with­ 
stand up to 1,200 degrees, a 
spokesman said. 


Experts figure this will en­ 
able the ship to re-enter the 
atmosphere from a height of at 
least 50 miles, reachable after 
a bigger rocket engine is in­ 
stalled next month. 
The en­ 
gine is powerful 
enough to 
take it 100 miles up. 


UNITED NATIONS. N. Y. bassador Armond Berard, roun- 
(UPIt— The Security Council was oil president for August, set 
summoned today to a Sunday, the time for meeting 
for 12:30 
meeting to consider 
the rapid- p.m. 
I\ 
deteriorating relations be-: 
The United Nations released: means to get the sentence re- 
tween the I nited Nations and a protest from Undersecretary duced if it proved impossible 
the Congolese government o ( |RaIph j. Bunche. top U.N. of- ,0 obtain Powers' outright re. 
Patuce Lumumba. 
ficial in 
the Congo, charging lease. 
Secretary-General Dag H a m -^ ^ at L u m u m b as police arrest-; 
.lames 
C. 
Hagerty, 
White 
marskjold, protesting harass-1 ec| two messengers bearing a House press secretary, said Ei- 
ment of military and civilian letter from him, 
took 
from «enhower 
and 
Secretary 
of 
U.N. personnel by Congolese j them weapons, wallets, watches state Christian A. Herter had 
troops, w a m td Lumumba in a and rings and threatened to been following the case very 
The ea rth’s 
first artificial 
brusque note that he might shoot them. 
closely ‘ and they do not 
in- 
satellite with 
a living 
thing ask the council for complete re-1 
The men were 
a Jamaican tend to drep it.” 
consideration of the world or- and a Brazilian, both wearing 
Officials rejected any idea 
gamzat ion’s aid to the crisis- U<N> markings. 
The order to 
ridden Congo 
shoot them down had been is- 
In 
Leopoldville, 
Lumumba 1 sued but they were saved by 
said Hammarskjöld resorted to a Ghanian soldier of the U.N. 
“blackmail'’ and has “betrayed forces who stepped 
between 
the United Nations.” He threat-1 them and the would-be execu- 
ened at a news conference to tioners. 
renounce all U.N. aid and t u r n -------------------------------- 
_____ 
to other powers— presumably j 
Russia, which has given his ’ 
regime strong political backing 
— for military and economic j 
help. 
A Congolese delegation, de­ 
layed 
by 
international 
red j 
tape, left London today and 
. 
was expected here this evening.! 
of tii6 Icira Linda mation of a recreation district 
Its delayed arrival caused post-i( °uiniunity 
Services 
District 
ponement 
of 
the 
showdown ^asi 11 iH t called for a recrea- 


that the United States might 
prosecute Powers, when he is 
released by the Russians, for 
revealing secret data during 
the trial. The consensus here 
was 
that 
the 
trial 
revealed 
nothing new. 


Recreation Bond Vote 


Slated In Terra Linda 


is “ vital for the preservation 
and proper development of our 
council session ( ncinallv sched- tion bond election about Oct. 18 lecreation lands. 
I he proposal 
u^ed fOT tomorrow 
I and endorsed the formation of | to form a recreation district is 
This morning, French Am- 
a recreation district. 
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scheduled to go to the voters 
The board also urged its ree- j Get. 4. 
reation steering committee to 
! submit by Sept 
15 its recom- 
The board urged al! candi­ 
dates for the positions of direc 
mendations for a recreation fa- tor of the Terra Linda recrea- 
cilities program, based on re- tion district to announce their 
suits of the second 
opinion candidacies as soon as possible. 
questionnaire to be distributed 
to residents 
It endorsed the formation of 
a coalition group consisting of 


COMIC DICTIONARY 
COURTSHIP 


The steering committee Tues- the candidates, services district 
day night submitted a 50-page direclors, and the recreation 
report W hich outlined a pro- steering committee to wrnrk to- 
posed basic plan for recreation get her. 
facilities, 
to 
cost 
$210.000 1 
Immediately after the forma- 
Three possible additions w'ouid tion of the recreation district 
bring the total cost to $298.000. an “orderly transfer” of the 
The committee will make n o 1 recreation function from the 
recommendat ions, however, un- USD board to the new recrea- 
til the second survey is com­ 
pleted. 
In a statement of policy last 
A romantic p e r i o d during night, the directors endorsed 
which nothing so unmans a the resolution of the previous 
man as a woman. 
board which stated that the for- 


tion district could then he ac­ 
complished. 
The 
board 
also 
requested 
that this coalition group try 
to present the bond proposal to 
See BOND VOTE, page 4 
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possibly expulsion. 
It is conceivable that Powers 
may he sent out of the Soviet 
Union when his prison term is 
finished. 
There was nothing 
| official on this, but the feeling 
among some diplomats and cor­ 
respondents in Moscow is that 
the Soviet Union at this stage 
has no special desire to keep 
Powers after the excitement 
about him subsides. 


ASKED FOR LESS 
The Soviet Union’s top pen­ 
alty for espionage is death by 
shooting. Prosecutor Roman A. 
Rudenko asked for a 15-year 
sentence. Powers’ Soviet attor­ 
ney, goateed Mikhail I Griniov, 
asked for less, without specify­ 
ing the years. 
There is no appeal provided 
for in the Soviet law', but Pow­ 
ers’ wife has indicated her in­ 
tention to carry a personal plea 
to Premier Nikita S. Khrush­ 
chev if she can see him 
T h e 
handsome 
Virginian 
showed no emotion when he 
heard the sentence 
He stood 
with arms folded as he heard 
an English translation of this 
outcome of his three-day trial 


DOWNED MAY I 
Powers was downed on a 
May 1 flight which carried him 
into the Soviet 
nion at 68,0‘K) 
feet. The incident led to wre< k- 
mg of the summit conference 
and cancellation of the Soviet 
I nion’g invitation to President 
Eisenhower to visit the Soviet 
Union. 
The presiding judge of the 
three-man court. Lt, Gen. Vic­ 
tor 
Borisoglebsky, 
read 
the 
verdict, reached in a confer­ 
ence of 4 hours 35 minutes, fol­ 
lowing summations. The sen­ 
tence. he said, runs from May 
1, the date of Powers’ arrest. 
A great bn?rt of applause 
swept the crowded courtroom, 
“he Soviet T r a d 1 Union Budd 
mg’s vast Hall of Columns. It 
lasted two minutes. 
WOMEN WEEP 
Powers’ wife and his mother. 
Mrs. Oliver Powers, collapsed 
)i lefly and wept 
His wife Barbara. 24. attired 
in navy blue, had fidgeted and 
twisted her gloves as the read 
ing of the venuct went on for 
30 minutes. 
Jccasionally she 
soonged her forehead with a 
handkerchief .«.he dipped in a 
gl iss of water 
Both the wife and mother 
quickly 
regained 
their com­ 
posure and stood up holding 
iiands. 
Later. Barbara and her hus­ 
band. whom she had seen only 
at a distance since she came to 
Moscow' Sundav, w p t p reunited 
in a little roon 
adjoining the 
court. 
His mother, father, and a sis­ 
ter also were permitted to see 
the prisoner. 
They were al­ 
lowed an hour with him. 
The judge said the evidence, 
plus Powers’ testimony, “estab­ 
lished that Powers carried out 


GOES TO TRIAL 
Mrs. Barbara Powers, wife of U-2 pilot 
Francis Gary Powers, enters Moscow’s Hall of Columns for 
the third and last day of her husband’s trial. 
(AP Wirephoto via radio) 


CAUGHT AFTER CHASE 
Boy, 14, Admits 
Smashing Cars 


A 
three-day 
burglary 
and The boy admitted stealing th« 
vandalism spree has been ad 
mi I ted by a 14-year-old Santa 
Venetia boy who was yanked 
from a stolen ta r at gunpoint 
last night after a chase through 
San Rafael. 


auto from Anderson Chevrolet 
Co in Novato, Ahern said. 
This morning he confessed to 
tampering 
with 
construction 
trucks at Second and Brooks 
Streets, stealing $1 in change 
Four cases 
including a $6,- and 48 bottles of soft drink 
000 rampage at the Ames Ford 
warehouse—have been cleared 
by 
the 
arrest. 
Police 
Chief 
Charles .1 
Chiesa announced. 
The youth was taken to Juve­ 
nile Hall on charges of resisting 
arrest, disobeying a police of­ 
ficer and auto theft. 
He Has implicated a 15-year- J 
old Novato hoy, police said. 
Police Officer Richard Camp­ 
er obtained the confession af­ 
ter talking to the youth in juve­ 
nile hall this morning. 
One of six children, the boy 
came from Columbus. Ohio, six 
months ago with his family. His 
mother is in tlie hospital with 
cancer. Camper said. The fa­ 
ther reportedly is on relief. 
The hoy has a record of bur­ 
glary and theft arrests in Ohio. 
He was arrested shortly after 
10 p.m. yesterday by Deputy 
Sheriff A rthur Wiggins and Of­ 
ficer Leland Ahern of San Ra­ 
fael. 
A 20-block chase over Lin- 


from the YMCA at 309 Irwin 
Street, 
taking 
a 
handful 
of 
change and 30 packs of chew* 
ing gum from the Patio Foun­ 
tain at 711 D Street, and rip* 


See VANDAL, page 4 


Semi-Pro Ball 


In Final Round 


California 
State 
Semi-Pro 
Baseball Tournament reaches 
the final round tonight when 
the Nesbit Masonry team of 
San Jose, the defending cham* 
pion, battles the Hatzell Radio 
team of El Cerrito at Albert 
Park, 
San 
Rafael. 
Batter-up 
time is 8:15 p.m. 
Winner of the championship 
will earn the right to represent 
the state in the National Base* 
hall Congress championships in 
Wichita, Kansas next week. 
El Cerrito is undefeated and 
can clinch the championship 
with a victory tonight. Once* 
a 
coin and Mission Avenues, B beaten San Jose must win to- 
and Fourth Streets ended when night and again tomorrow to 
Ahern forced the boy s car ofi win its second straight title, 
the road. 
Drawing his revolver he or­ 
dered the youth from the car. 


Stores Are Open 


Late Today 


Tonight is family shopper 
night again when you can do 
your weekend shopping until 
9 p.m. 
As usual on Fridays, stores 
in San Rafael, Corte Madera 
Shopping Center, Novato, and 
some in San Anselmo stay open 
late for convenience of cus 
See POWERS, page 4 1 tomers. 


I960 0LDSM0BILE 
YEAR END CLEAN UP SALE 


AH I960 Oldsmobiles Must Be Sold! 
SAVE Up To $1,000 NOW! 


Trade today for a deal you can't turn down 
SCRIPTURE Oldsmobile 


740 Francisco Blvd., San Rafael, G L 3-2474 


Million Dollar 
SPORTS CAR EXHIBIT 


MONTECITO 
SHOPPING CENTER 
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August 20— 21 


See the most sensational exhibit of imported sports and 
competition ear* ever displayed in Marin County. 
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DANCE UNDER 


THE STARS! 


at the 


LARKSPUR 


ROSE BOWL 


T O M O R R O W NIGHT, 
SATURDAY, A U G . 20 


Dance from Nine 'til One 


to the Music of 


SAL V A N C E 


and his Orchestra 


Follow' the sign . . • 
in Larkspur 


2 
Juftrjrftràftit-iim nia!, Friday, August 19, 1960 


PICKING UP STICKS WITH CARE 
Thomas C. Hope slips hangman s 
noose over a dummy's head as he 
works on part of the western village 


he made after a year’s work in Sa­ 
vannah, Ga. The village is made of 
6.333 matches, has hotel, jail, tavern, 
church and gallows. 


Disaarm Group Youth Admits Setting 


Ends Session, 
Fire To Moke Money 


Has No Plan 


UNITED NATIONS, N.Y. UP 
—The U N. Disarmament Com­ 
mission 
adjourned 
yesterday 
without producing a plan for 
the United States and the So­ 
viet Union to resume disarma­ 
ment talks. It adopted a mildly 
worded appeal for big power 
negotiations to resume quickly. 


But this seemed unlikely, at 
least until late this year. 


After three days of debate, 
the 82-nation commission ap­ 
proved a measure calling for 
“the earliest possible continua-; 
tion of international negotia ; 
tions.” 


The resolution also urged 
the General Assembly to give 
“earnest consideration” to the 
problem of worldwide disarma­ 
ment. 
The 
Assembly 
meets 
Sept. 20 and has the same mem­ 
bership as the commission. 


QUINCY W — A San Fran- ; Armitage, “and I’m sorry for 
cisco youth yesterday admitted i all the damage I've done. But 
setting a one and one-half-mil- I just wanted to get a job as 
lion-dollar Sierra forest fire so a firefighter.” 
he could help fight it at $1.94 | 
ç rew| wero 
m0ppjng up 


anc , our./ , 
n 
, 
. . . . 
. 
the blaze today, four days af- 
Sheriff s Deputy Victor Ar- (pr „ * 
Co9( of 


-2Ü2 
? 
' 
'he fire was estimated at 
18, admitted igniting the blaze j ¡pen 
that tore through 8.600 acres ' 
of Plumas National Forest near 
Virgilia. 
“ I started it. 


'Racket Buster' 
Firm Hired In 
Auto Probe 


Although 
it is 800 miles 
from any ocean. Salt Lake City 
has a monument to seagulls 
who 
drove 
out 
destructive 
grasshoppers. 
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DETROIT (if—Directors who 
are neither officers nor offi­ 
cials of Chrysler Corp. have 
taken over an investigation of 
the automobile company’s top 
brass and hired former “racket 
buster” Thomas E. Dewey’s law 
firm to help dig into the mat­ 
ter. 
Seventeen of Chrysler’s 20 
directors, attending a special 
meeting 
yesterday 
in 
New 
York, named the Dewey firm to 
work with the auto company’s 
general counsel and certified 
public accountants. 
Chrysler president L. L. Col­ 
bert said that during the course 
of the investigation—which has 
been under way since spring— 
all company officers and key 
personnel will have their rec­ 
ords of the past 10 years stud­ 
ied. 
Scope of the investigation 
was revealed in June, when 
William C. Newberg was forced 
to resign as president of the 
third largest automaker after 
only two months in the job. 
Directors objected that New­ 
berg. w ho had climbed through 
Chrysler’s executive ranks to 
the presidency, hadn’t disclos­ 
ed interests in two outside 
parts-makers selling to Chrys­ 
ler. 
Newburg has agreed to re­ 
turn more than $450,000 to 
Chrysler. 
The investigation also turned 
up charges of “kickbacks, pay­ 
ola and side profits” among 
Chrysler executives. 


Roecker was held at Plumas 
County jail, charged with set- 
Roecker told ; tin8 a f°rest fire, a felony. 
In 
western 
Butte 
County, 
1,200 men controlled the Mos­ 
quito Creek fire yesterday af­ 
ter it 
destroyed 
more 
than 
4.000 acres of virgin timber. 
Sixty million board feet, valued 
at $1,200,000 was burned. 
Two fires in Tahoe National 
Forest were still out of control. 
One, near Alleghaney, covered 
more than 4.000 acres. A thou­ 
sand men were on the lines. 
The other, near Downieville, 
consumed 1,400 acres with 740 
men battling the flames. 
The pilot of a plane carrying 
borate solution to dump on a 
small fire near Independence 
Lake in Sierra County west of 
Truckee was killed yesterday 
when his plane crashed. The 
victim was Donald G. Akers, 
35. of Santa Maria. 
From Washington the U.S. 
Forest Service reported today 
that Western states are suffer­ 
ing the worst forest fire sea­ 
son since the early 1930s. 
“The early 1960 fire experi­ 
ence has been crucial,” it said 
in a report. “A prolonged pe­ 
riod of high temperatures, low 
humidities, and practically no 
precipitation brought extreme­ 
ly critical burning conditions 
throughout the Western statas 
during July.” 
The service said more than 
4.000 fires occurred, most of 
them having been started from 
heavy concentrations of light­ 
ning storms in California. Ore­ 
gon. Washington, Montana and 
Idaho. 


America Group 


Eyes Sanctions 


On Dominican 


SAN JOSE. Costa Rica P — 
The 
Inter-American 
Foreign 
Ministers 
Conference 
today 
sought agreement on a com­ 
promise formula to bring do 
moeraey to the Dominican Re­ 
public. 
The precedent-making plan 
would involve the use of sanc­ 
tions—or at least the threat of 
them. 
Sanctions have been consid­ 
ered by diplomats in many dis­ 
putes during the past genera­ 
tion but rarely applied. 
A QUARANTINE 
They have never been used 
in the Western Hemisphere to 
make a government more dem­ 
ocratic The basic idea behind 
sanctions is to quarantine a 
government by cutting off dip­ 
lomatic relations and setting up 
an economic boycott. 
After a bitter debate yester­ 
day between Cuba and the 
United States, the foreign min­ 
isters began their third straight 
day of backstage talks in a 
tense atmosphere. 
THREE PROPOSALS 
They were considering three 
specific proposals: 
1. Venezuela’s demand that 
diplomatic and economic sanc­ 
tions be applied against the Do­ 
minican Republic promptly and 
without conditions. 
2. A U.S. suggestion that a 
special observation committee 
be sent to the Dominican Re­ 
public to assure free elections 
there. Sanctions would be ap­ 
plied later if free elections 
were not held. 
3. A Colombian plan to ap­ 
ply sanctions first and send an 
observation 
committee 
after­ 
wards. 
SUSPENSION IDEA 
But a compromise was also 
being 
discussed. 
Under this 
plan 
the 
foreign 
ministers 
would approve sanctions, then 
suspend 
them 
pending free 
elections in the Caribbean dic­ 
tatorship ruled for more than 
30 years by Generalissimo Ra­ 
fael L. Trujillo. 
Diplomatic sources said the 
compromise would give Trujillo 
a six-month grace period to 
hold elections. The sanctions 
would go into effect if he re­ 
fused. 
The U.S. plan was presented 
to the conference yesterday by 
Secretary of State Christian A. 
Herter. He said the confer­ 
ence should vote a clear con­ 
demnation of the conduct of 
Trujillo’s regime. 


WORLD NEWS IN BRIEF 


V/ 


Marinites Attending 


CAP Summer Camp 


Six Marin residents are at­ 
tending the 1960 Civil Air Pa­ 
trol summer encampment at 
Mather Air Force Base in Sac­ 
ramento. 
They 
include 
Cadet 
Capt. 
Gary W. Penders, Second Lieu­ 
tenants Michael J. Alvarado 
and Sharon M. Peebles, C/2 
Claudia 
R. 
Gulbranson 
and 
C/B Leonard R. Myers, 
and 
Second Lt. Glenn T. Hargitt. 
who is an encampment tactical 
officer. 


GEN. GEORGE H. DECKER 
New Army chief 


Gen. Decker 


Named Army 


Chief Of Staff 


WASHINGTON (UPI) — The 
next Army chief of staff will 
be 
non-West 
Pointer 
Gen. 
George H. Decker, a key staff 
officer 
under 
Gen. 
Douglas 
MacArthur in World War II. 


President Eisenhower nom­ 
inated Decker yesterday to suc­ 
ceed Gen. Lyman L. Lemnitzer 
who will take over as chairman 
of the joint, chiefs of staff 
when Air Force Gen. Nathan 
F. Twining retires, probably 
this fall. 


Decker, 58, now army vice 
chief of staff, will be the sev 
enth non-West Point graduate 
to head the Army since the 
present staff system was set up 
in 1903. The late Gen. George 
C. Marshall, a Virginia Military 
Institute graduate. was the last 
previous member of this group. 


At the start of World War 
II. Decker was on the staff of 
the Army supply chief in Wash­ 
ington. 
He went to Ft. Sam 
Houston, Tex., as deputy chief 
of staff of the 3rd Army and 
then to the South Pacific as 
chief of staff of the 6th Army, 
one of the armies under Mac­ 
Arthur. 


Decker 
served 
throughout 
the campaign in New Guinea 
the recapture of the Philip­ 
pines and the early occupation ; 
of Japan. 
During the Korean i 
War, he was chief of the budget I 
division and Army comptroller ’ 
and later commanded the 7th-I 
corps in Germany. 


Crash Kills Eight 


ALAMOSO. Colo, if»—Eight 
persons were killed, including 
six children, in a car-truck 
crash near th’S southern Colo- 
lado town just before mid­ 
night. 
The State Highway Patrol 
said the dead 
included the 
driver 
of 
the 
car, 
Audrey 
Eileen Cole, of Grants, N.M.: 
Harriett Charlene Martin. 20. 
also of Grants, and six children 
aged up to 10 who were not 
identified immediately. 


New Korea Premier 
SEOUL. South Korea W — 
John M Chang, long a political 
foe of Syngman 
Rhee, was 
elected premier of South Korea 
today by the National Assem­ 
bly. He faces a tough job of 
knitting the Aarring factions 
of his party together to carry 
out his promises of economic 
reform. 


4 Fishermen Drown 
EUREKA i.#—Four Upland 
men drowned yesterday when 
their outboard motor boat cap- 
Hzed in dense fog while on a 
fishing trip off the Northern 
California coast. 
The bodies of three, includ­ 
ing Upland former P o l i c e 
Chief Ernest C. Mehl, were 
found. The otner two recov­ 
ered were those of Joseph 
Morgensen, 62, and Ralph J. 
Wilson Sr., 77 
Search continued for Cecil 
M. Chambers, 63, who owned a 
general auto repair shop. „ 


Castle Crushes Boy 
STAFFORD. England 
UP — 
Stafford Castie. one of Brit­ 
ain’s ancient monuments, be­ 
gan crumbling last night and 
crushed an 18 year-old boy un­ 
der hundreds of tons of mason­ 
ry and rotting timbers. 
Firemen and police recov­ 
ered the body of Sidney Pick­ 
ering from the ruins of the 
castle, which has been unoccu­ 
pied for years. 


Satellite Losing Shape 
CAMBRIDGE. Mass. UP— 'The 
American satellite Echo I may 
be losing its shape and getting 
wobbly. 
Observer teams at the Smith­ 
sonian Astroohysical Labora­ 
tory said they detected the 
wobble in the motion of the 
satellite last night. They said 
it could mean the 10-story high 
paper-thin balloon communica- 
lion satellite may have suf­ 
fered a puncture or other mis­ 
hap causing it to deflate or 
lose shape. 


F U C H S I A S 
NOW IN BLOOM 


• 4 " Pot* • Baskets • and Standards 
WALTZ GARDENS 


141 SH A DY IA N E , RO SS 


Sir Francis D 


8 0 5 SIR FRANCIS DRAKE 


SAN ANSELMO 


EDDY 
— 
ACROSS FROM 


•rake Nursery 
GL 4-9057 


DRAKE MARKET 
— 
ANDY 


7 Days-SUMMER SPECIALS-7 Days 


FUCHSIAS 
LARGE ASST. 
r if lf * 
Reg. 1.50. Gal, Can 
/ y 
V 


OLEANDERS 
and PVRACAXTHA 
Reg. 1.75. Gat. Can .... 8 8 ^ 


BOUGAINVILLEA 
IN BLOOM 
a 
m n 
Reg, 2-50. Gal Can .... 1 * 4 8 


LANTANAS 


Rex- 15* 
Q O C 
Gal. Can .................... 
0 5 1 


AZALEAS 
EXTRA NICE 
Reg. 1.75. Gal. Can 


DICHONDRA 


LARGE FLATS 
1 O f ) 
Reg. 3.50 .................... JLa«#w 


HIBISCUS 
EXTRA M CE 
Reg. 1.75. Gal. Can .... 5 i 5 f V 


JUNIPER-PFITZER 
a n d t a m s 
R 
Q 
i 
Rett. LI5. Gal. Can .... 0 5 1 * 


MARIGOLDS 


2 Dozen „......................... 7 9 ^ * 


GROUND COVER 
IVY, All Varietiee 
■ 
100 Plants. Reg. 7.50 


PEAT MOSS 
CANADIAN 
. n . 
G iant Bales. Reg. « ¿ o fft« * ) / 


STEER MANURE 
I ’i cu. ft. WEED FREE A A 4 
Reg. 1.50 Sack .. 
8 8 V 


Open o Charge Account ft 
Use Your 
K 
Check Our 
Prices Before 
Buying 


WHY FRY? 


ZONOLITI 
Vermlcvlite Insulating Fill 


Homes Insulated With 
ZONOLITE 
STAY UP TO 15° COOLER 
Even without air conditioning, 
Zonolite insulated homes stay 
comfortably cooler all summer long. 
Costs are up to 25% lower in air 
conditioned homes, too. And it’s 
so easy and costs so little to install 
one of th ese teste d Z onolite 
products: 


ZONOLITE 
Vermiculite Insulating Fill 
Ideal for attics. Just pour, level 
and leave it. Goes over old, worn- 
out insulation. It’s 100% fireproof, 
verm in-proof and rotp ro o f... 
E 
aranteed to last as long as the 
iiding. 


ZONOLITE 
Glats-Fiber Home Insulation 
A super-efficient blanket-type 
faced with reflective aluminum foil 
vapor barrier. Clean, light, odor­ 
less, pleasant to handle...3 thick­ 
nesses fill every insulating need. 


ASK NEAREST DEALER FOR FREE ESTIMATE 


McPHAILS, INC., 530 Francisco Blvd., San Rafael 


NOVATO LBR. & HDWE., Hwy. 101 at Atherton Ave., Novato 


L. C. SMITH BLDO. SUPPLIES, INC., 427 Irwin St., San Rafael 


Ray Hime is 
EXPANDING 
The Organ and Piano Depts. 


W e need the room for more styles and finishes. 
Big stocks now on order. Present floor samples 
must go. 


ZONOLITI 
Glaas-PlBar Ham « lim itation 


BIG PRICE REDUCTIONS 


Spinet Pianos 
By 
Baldwin 


and 


Kohler & Cam pbell 


*495- *595-*695 


¡T h o m a s 


ELECTRONIC 
ORGANS 


USED A N D F L O O R 


S AM PLE M O D E L S 
*595-$695 


M a n y Models 


Largest Stock in Marin County 


Open Fridays 


To 9 P.M. 


Fourth & C Sts. 


San Rafael 
GL 4-2114 


Rhino Worth $15,000 
LONDON UPI) — One of the 
most valuable animals in the 
zoo world, a giant male Indian 
rhinoceros, was born today at 
the 
Whipsnade 
Zoo 
outside 
London. A zoo official, who 
said “mother and child are do­ 
ing well.” estimated its value 
at roughly $15.000. 


Integration Fight 
BATON ROUGE, La. OJPIl — 
federal court officials said to­ 
day a summons in a school in­ 
tegration 
case 
were 
served 
legally on a secretary and a 
guard of Gov. Jimmie H. Davis 
although both refused to touch 
the papers. 
The summons ordered Davis 
to appear in federal district 
court Aug. 26 for a hearing on 
an injunction petition to pre­ 
vent Davis from closing New 
Orleans schools 
Davis took over control of 
New Orleans public 
schools 
Wednesday in an effort to pre­ 
vent their integration this fall. 
A group of New Orleans par­ 
ents then requested the injunc­ 
tion and the summons w;as is­ 
sued by Federal Judge J. Skel- 
lv Wright, who had ordered 
the schools integrated. 


Hardwicke Divorce 
SANTA MONICA LP—Lady 
Mary Scott Hardwicke is suing 
Sir Cedric Hardwicke, the Brit­ 
ish actor, for divorce. She is 
38. he is 67. 
In her divorce suit, filed yes­ 
terday, she 
charged cruelty 
and desertion and demanded 
$895 a month temporary ali­ 
mony. She asked custody of 
their son, Michael Leslie, plus 
permanent alimony and child 
support. 


Bye-Bye, Bear 
LONDON !UP1)— An officer of 
the Soviet freighter Angarges 
says the crew has decided to 
turn the ship's mascot, a Rus­ 
sian brown bear, over to a Mos­ 
cow zoo. His explanation: “The 
bear is not dangerous, but he 
has eaten all our toothpaste 
and climbed over the fresh 
paint.” 


Fatal Fire Reported 
WASHINGTON 
W — U.S. 
authorities received a report 
today that eight Soviet scien­ 
tists lost their lives in a fire 
at the Soviet Antarctic base at 
Mirny. 
This advice was received by 
radio from the U.S. scientific 
base at 
McMurdo Sound in 
Antarctica. 


'Electric Chair' Death 
WENATCHEE, Wash. 
UP— 
Police are 
investigating the 
death of an elderly man who 
was electrocuted in a home­ 
made electric chair. 
The body of Clarence Hud­ 
son. 66. a department store 
janitor, was found yesterday 
propped in a chair in his apart­ 
ment. Clutched in his hand was 
a ground wire from a home­ 
m a d e 
electrical 
apparatus. 
Hudson’s bare feet rested on a 
wet towel. 
A n o t h e r wet towel was 
around his head. 
Pasted to 
each temple was a 
25-cent 
niece and from each coin ex­ 
tended a w ire to a transformer. 
Police said the 
transformer 
was used to increase the volt­ 
age from a wall outlet. 


Baruch Turns 90 
NEW 
YORK 
(UPI) — Elder 
statesman Bernard M. Baruch, 
born 90 years ago today in Cam­ 
den, S.C., celebrates his birth­ 
day tonight with a quiet party 
in his Manhattan apartment. 
His son, Bernard Jr., and his 
daughtersT/Belle and Mrs. Rene 
Samstag, and a 
few family 
friends were 
to 
attend 
the 
party. 


Dinner For Lodge 
SAN FRANCISCO ¿JPD—Re- 
publican vice presidential can­ 
didate Henry Cabot Lodge will 
oe honored at a $100-a-pla(e 
dinner and fund-raising rally 
at the Cow Palace Oct. 10. 


Castro Foes Hunted 
HAVANA T Pt—The army is 
trying to crush armed opposi­ 
tion to Premier Fidel Castro's 
revolutionary regime 
in the 
mountains of central Cuba, it 
was reported today. 
Reliable sources said at least 
three well-armed bands of Cas­ 
tro foes—believed to number 
about 125 men in all — are 
roaming the Eseambray Moun­ 
tains. They said the anti-Castro 
movement appears to be grow', 
ing. 


Trade With Reds Dips 
WASHINGTON 
(UP!) — The 
Commerce Department reports 
that the number of licenses for 
shipments 
to 
Iron 
Curtain 
countries dropped sharply in 
May, June and July. 
The value of commodities 
approved for export slipped 
from 35.4 million dollars in the 
first three months of 1960 to 
24.5 million in the second quar­ 
ter of the year. 
BOYSEN 
Paint 
31” annual 


ÎUBBER61/Û 


Buy one quart 
c 
BOYSEN RUBBERGLO 
* ’ 9 9 
Flat Wall Finish . . . , 
l 


Get second q u a rt................... 


\ 
N o limit to quantity 
1< 


o t h e r X b o y s e n m o n e y -s a v in g s p e c ia l s 


ODORLESS DRUM 
SEMI-GLOSS ENAMEL 


tea* 1.92 


(These art not 1« Sal« item») 


PLASOLUX GLOSS ENAMEL 
Auart 2.63 SaHan 8.98 
6.16 


ROYSEN 100% PURE 
HOUSE PAINT 
• r EXTtRIOR WOOD PRIMER 
•xi«« 6.78 **■ 6.64 3- 


MONOKOTE (OIL TYPE) 
•U o MONOKOTE COLORIZER 
WHITE BASE PVA 
6 


, 
4% 
S '& l f 
a 
a 
a 
.53 
th» 6.38 *' 


PORCH AND DECK ENAMEL 
• r LATEX FLOOR PAINT 


0>t art 1.99 
GaMan 6.44 


COMPLETE 
ROLLER SET 


PLASOLUXIR 
BRUSH 


4-INCH 
WALL BRUSH 


Spati* 2.99 


spMi* 1.69 


Spatial 3.79 


Other Painting Specials. Come In Today and SAVEI 


JtM I *«/■ neut EMIR * 


Plenty of Free Parking 
1155 Magnolia, Larkspur 


OPEN SUNDAY 9 A.M. ■ 5 P.M. 
HO 1-5330 
SALE ENDS AU6UST 20th! 


; 


■ 


-f=3 


A STAGE FOR MARIN 
12 Groups To Man 
State Fair Exhibit 


Twelve Marin County groups I said he first hit on the thought 
have pledged themselves to 
participate in Marin County's 
exhibit at the California State 


that what fair visitors would 
most enjoy would be a room in 
which “ soft drinks’’ would be 
Fair in Sacramento Aug, 31 freely available, as those were 
through Sept. 11. 
prohibition days and many folk 
They will “ work shifts" in a found themselves uncommonly 
three-sectioned 
moving • stage thirsty. 
theater especially designed for 
\{v recalled today that to 
this purpose. 
Mart this program he ordered 
The stage on which Marin's 
a block of ice sent around the 
exhibits 
will 
be shown 
has first day. 
been built and sent to Sacra- 
»«nr 
....... 
men<0 
(,f course it was necessary 
». 
, , 
, 1 
° convince the ice man al>out 
11 p r in ts to viewers .1 clas- M, w lo|ls M, nn flrs| (>f 
„ .. 
steal design of an open stage cairi 
, 
, 
between draped pillars 
The' 
° m‘r 
stase will be one-th,rd of a cir 
" rea K tho “ 1 , 7 
eular and revolving uni, show ¡ L 
n 
V 
r ' S 
L 
& 
' E 
mg each of its three sections in tvVo men 
turn. 
; 
.,n / 
n«* 
, 
Bu* even that does not show 
One of the three sections ,he popularily of our hospital- 
will contain a permanent ex- lfv ,\n 
,,, , , 
1 
. 
hi hit prepared by commercial 
k 
' 
, ay wr go1 
and agricultural Interests of 
f . ? 1" 
Marin Th» 
, 
i 0,1 »nlOUgllOUt 11lf fail* OUT ICO 
Mann 
the other two sections' 
voluntarily delivered will, 
will be occupied by changing 
k ‘ 
r 
, 
„vhiKiie 
^;gieat tare by no fewer than 
exhibits 
Each day from 10 a m. to 
10 p.m. the stage will hr turned 
hourly according to a schedule. 
A booth will be manned by 
Marin Countv representatives 


" f h ih u rp r,m arl, 
commerce 
The 12 groups include, with 
representative in c h a r g e of 
each: 
Racoon Straits Maritime Cen- 
ler (Kirby Atterbury), pottery 
and 
ceramics 
(Mrs. 
Bernice 


three icemen.” 
By 1958 there was no actual 
exhibit but a model of the po­ 
tential civic center was set up 
in a hallway. 
I^ast year there was an ex­ 
pretty pic­ 
tures which were graded fifth 
in class. 
I his year a folder is to be 
given out to show a picture of 
the proposed statue of Sir 
Francis Drake regally landing 
on Mann shores. The folder 


C A ST O FF FOR T H E F A IR !— One of 
Marin County's 12 displays on a re­ 
volving stage theater at the State Fair 
in Sacramento will be a “ boat show'’ 
featuring a Sprite class sailboat. Here 


is a preview’ at Tiburon's Maritime 
Center. Up for rard is Katherine Mer- 
sereau. At the tiller is Kirby Ann 
(Cubby) Atterbury. 
Hndependent-Journal photo) 


Brown, 
Boy Scouts. M . r I » 
J 
^ 
J 
Z 


, r ? v , r 
m W pM t,h0 l\ 
ar: county With •■the lonK"st 
re 
lists (Mis 
Mae Ralston , t.irl : (.ordi.d hislorv ,n „ e s t e r n 
Scouts (Mrs. (.corgc Daum), Unjtwl S| 
weavers (Mrs. Theodore Rer- ___ _______________ 


School Dropouts Laid 
To Economic Struggle 


SACRAMENTO W — Half of 
America’s children, thrown into 
n classroom situation they don't 
understand and unreached by 
their teachers, are dropping out 
of school. 
Lower-class children who are 
forced into the essentially mid­ 
dle-class environment of the 
school drop out and drift into 
delinquency. 
For delinquency, says Boston 
University Professor Will'am 
Kvaraceus. is really a part of 
a class struggle. 
“The lower-class kid needs a 
program that is closer to his 
situation," Kvaraceus told a 
news conference Thursday. “He 
lives for today. He doesn't have 
a vision for the future." 
Kvaraceus defended “social 
adjustment” classes and lashed 
out at public school critics who 
would turn everyone into a 
linguist, scientist, lawyer or 
writer. 
Instead, they're turning chil­ 
dren away from school, he said. 
Kvaraceus, professor of edu­ 
cation and a consultant to U.S. 
S e n a t e 
committees, 
urged 


broader, more flexible curric­ 
ula for high schools. 
He said a recent study shows 
that 48 per cent of the nation s 
children never finish 12 years 
of school. 
There’s no labor market for 
the 16-year-olds who drop out. 
he said. 
“ These kids are caught in a 
terrible vacuum. At 16 and 18 
you are without a function if 
you ar-> not in school." 
Kvaraceus called for more 
parttime school programs to 
enable dropouts to maintain 
contact with school. 


Democratic Office 
To Open Aug. 26 


The Independent-.Journal in­ 
advertently reported yesterday 
that the central headquarters 
for the Marin Democratic Party 
was to open in downtown San 
Rafael today. 
The headquarters, at 1325 
Fourth Street, will open next 
Friday, Aug. 26. There will be 
a party rally, free souvenirs 
and refreshments. 


PG&E Wins 
Approval Of 
Gas Rate Hike 


SAN FRANCISCO IUPI) —The 
California Public Utilities Com­ 
mission granted Pacific Gas and 
Electric Co. a $9,821.000 rate 
increase yesterday that will 
cost Northern California natur­ 
al gas users an average of 
about 18 cents per month. 


The increase was authorized 
to offset increases charged by 
the El Paso Natural Gas Co., 
| PG&K’s chief out-of-state sup­ 
plier. PG&E’s request for an­ 
other increase totaling about 
$16.794.000 per year is now be­ 
ing considered by the PUC. 


As proposed by PG&E, yes­ 
terday’s increase would have 
cost average residential cus- 
omers an additional 35 cents 
per month. However, the PUC 
spread the cost evenly between 
industrial and private users. 


The 6.000-foot volcano Izalco 
in El Salvador once was known 
as the “ lighthouse of the Pa­ 
cific' because its fiery crown 
could be seen far out to sea. 


nardi), Campfire Girls (Mrs. 
E M. Zelleri, flower arranging 
(Mrs. R o b e r t Tuckey), 4-H 
Clubs (Winston Engval). Boy 
Scouts combo (David Blaine». 
Olema Owls (Robert Cain), and 
Marin Musical Artists (Thomp­ 
son Chesnut). 
On the first day, Aug. 31, 
the 10 to 11 a.m. hour will be 
devoted to a boating exhibit 
from the Racoon Straits Mari- 


Junior Chess Club 


Awarded Trophy 


The Kings’ Knights of Marin, 
a junior chess club in Straw­ 
berry, has been awarded the 
trophy for Living the most 
junior entrants in the annual 
Valley of the 
Moon 
Chess 
Festival. 
I he 
trophy was 
won 
by 
time Center, followed bv pot- irha«i n,-, / r> i 
L won 
, » r v a n.l 
t , » 
811,1 Roheit ClCaf. «I.-H 
terv and ceramics from 11 to 
noon. The artists will then be 
on until 1 p.m. 
The Boy Scouts will be on 
from 1 to 2 p.m.. then the ar­ 
tists, 
anoiher 
boating 
hour 
from 3 to 4 p.m , pottery again 
from 4 to 5, then the perma­ 
nent exhibit from 5 to 6 p.m. 
Until 7 p.m., the Roy Scouts 
will take over, with the per­ 
manent 
exhibit 
on 
display 
through the evening. 
Three couples selected by 
the chambers of commerce for 
the information service are Mr. 
and Mrs. Iveiton J. Elder of 56 
Scenic Avenue, San Rafael; Mr 
and Mrs. Murray Schrock of 51 
Brookside Drive, San Anselmo; 
and 
Mr. 
and 
Mrs. 
William 
Mann of 145 Butterfield Road. 
San Anselmo. 
One couple w II be in Sac­ 
ramento on this job at all 
times during the duration of 
the fair. 
Recalling early fairs. County 
Clerk George S. Jones, former 
secretary of Marvelous Marin, 


Pritzker, Don Hemovich, Terry 
Richardson, Jack Laurie and 
William Gowen. 
The club meets every Friday 
at 7:30 p.m. at the home of Mr. 
and Mrs. James W. Gowen, 227 
Reed Boulevard. Mill Valley. 


Dupuis Vetoes 


Radio Debates 


With Miller 


Republican « o n g r r ssional 
candidate Fred G 
Dupuis of 
Tiburon has rejected the offer 
of Rep Clement W. Miller of 
Corte Madera for a series of 
radio debates throughout the 
First Congressional District 
Instead. 
Dupuis 
proposed 
that he and Miller meet on 
television in Eureka on one of 
three days late in September 
to debate “ the two issues I 
consider of paramount impor­ 
tance in the campaign 
take 
home pay and foreign policy." 
'PUBLICITY GIMMICK’ 
In a letter to Miller, Dupuis 
called 
the 
Democratic 
con­ 
gressman’s offer of the debates 
“a publicity gimmick ” He no­ 
ted Miller had released the of­ 
fer to the press “ before mail­ 
ing it to me." 
“ In any event. 1 cannot take 
the proposal seriously," Dupuis' 
letter went on, “ in view’ of the 
unfortunate experience of the 
campaign two years ago when, 
after participating in two of a 
projected series of debates with 
me, you ran out on our third 
scheduled joint appearance in 
Santa Rosa, and the remainder 
of the series had to be can 
celed.” 
OFFERS CHALLENGE 
Dupuis told Miller he would 
be in Eureka Sept. 26, 27 and 
28 and “ 1 challenge you to a 
major, one-hour debate on live 
television " 
He said he had written to 
the city’s two television stations 
asking time for such a pro 
gram. 
“This is a firm proposal." 
Dupuis concluded, “ and I trust 
that if you accept, I will not 
find myself at the appointed 
time debating wilh an empty 
chair." 


Vallejo To Have 


Missile School 


WASHINGTON (f) 
A Navy 
missile 
training 
school 
for 
3,000 students will be estab­ 
lished at Mare Island Navy 
Yard. Vallejo, in a few months. 
Rep. .John F. Baldwin (R-j 
Calif.) reported yesterday the 
school will be for advanced 
training 
in 
electronics 
and 
other specialized fields. 
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Less Fallout Danger 
Reported In Survey 


NEW YORK aiPU 
Radioac­ 
tive fallout from nuclear tost.s 
appears to stay in the atmo­ 
sphere a shorter time than was 
previously estimated, Columbia 
University scientists reported 
today. 
The fourth report in a seven- 
year survey o( “ Strontium 90 
in Man, 
to bp published in 
the journal Science, said prc 
dictions of the probable future 
level of radioactive strontium 
from past tests had apparently 
been set tin» high 


SI RVIVAL FEASIBLE 
This has two implications ac­ 
cording to scientists. 
1. “ Longterm survival, even 
m countries under attack (from 
nuclear weapons) w ould appear 
to bp feasible, provided the ser­ 
ious problem of short-term sur­ 
vival COUld be solved. 
2. “Since the rate of fallout 


j already has dropped below the 
1958 level, it appears that the 
peak of strontium-90 concen­ 
tration m the world diet has 
already occurred in 1959, and 
the peak in newly depositing 
(growing) bone will occur this 
1 year." 
The survey, supported by the 
Atomic 
Energy 
Commission 
division of biology and medi­ 
cine, has examined some 9,000 
samples of human hone obtain- 


Marines To Leave 


For Training Today 


Four Marin County marines 
will begin six months of active 
training duty next week at the 
Marine Corps Recruit Depot in 
San Diego 
The recruits will leave on 
Aug. 24 and report the follow­ 
ing day for training. 
They are Privates Gary .T 
Bartolotti, 18, 209 Paloma Ave­ 
nue, San Rafael, who attended 
Marin Catholic High School 
and will be in charge of the de­ 
tail; Robert E. Durenberger 
Jr . 18, 801 Vendola Drive, San 
Rafael, a graduate of San Ra­ 
fael High School; Ronald J. 
Sauer, 18, 19 Bayview Street, 
San Rafaei also a former San 
Rafael High School student, 
and Carleton R 
Lago 18, 17 
Oak Spring Drive, San An­ 
selmo, a graduate of Sir Francis 
Drake High School. 


ed since it started in 1953. 
its reports said studies of 
radioactive particles still in the 
atmosphere indicate that‘the 
strontium-90 still to be deposit­ 
ed by fallout is “a small frar- 
tlon of that already down, and 
the total surface deposit will 
reach a maximum in 1961.” 
In addition, the scientists 
said experiments have shown 
that strontium-90 finds its way 
into plants, and then into hu­ 
man bones, more by rainfall 
than through the soil. As the 
rate of fallout declines, so does 
the ratio of strontium-90 in 
human diet, they said. 
The report said the maxi­ 
mum strontium-90 concentra­ 
tion now is found in the bones 
of Lyear-olds hut that “ the 
strontium 90 level in persons 
who were one year old in 1959 
will drop rapidly if there is no 
further atmospheric concentra­ 
tion." 
It said strontium-90 concen­ 
tration in the hones of adults 
is independent of the individ­ 
ual's agt* 


Movina? 
-------------- £5 


ST 
SERVICE 


A M OVING PLAN 
TO FIT YOUR BUDGET! 


• 
Overnight Service 


Bakersfield 
*** Eureka 
I os Angeles 
•''' Sarramento 
San Dtego 
Stockton 


GLenwood 3 5420 


or 
TWinbrook 2 6030 


M O VIN G * STORAGE 


San Rafael 
Novato 


San A m ilm a 


get acquainted with 
Zip's "little red hen 


Sorry M arin! . . . w e ran out 
of chicken last w eek due to 
your fantastic response to our 
week-end special. W e hope 
you'll return this w eek and 
get-acquainted with this go ld ­ 
en brown, finger-lickin' fried 
chicken . . . deliciously moist 
on the inside . . . delightfully 
crisp on the outside . . . nat­ 
urally better because it's fried 
in our Henney Penny pres­ 
sure fryerl 


Special Sunday Only! 
INDIVIDUAL 
ORDER 
3 Pieces 
Southern Fried 
Chicken 
I nrlufh'S 
French Fries, 
Roll ond Honey 
Limit 2 to a person 


What year car do the Jones drive? 


The Jones crive a Volkswagen, ond Volkswagens look alike 


from year to yeor. 


A Volkswagen is never outmoded. Indeed, no one knows 


how long a Volkswagen lasts; the first VWs made have not 


worn out. W e hear from V W owners who hove clocked over 


100,000 miles without engine repair. 


If they should ever need it, they wifi find V W service is os 


good as the car. 


We don't change a car for the sake of change— only to 


make it better. Over the years almost every part of the VW 


has in some way changed — but not the heart and face of 


Volkswagen. There ore no out-of-date Volkswagens any more 


thon there ore out-of-date violins — and for the same reasons. 


Volkswagen owners find this o happy way to drive — ond to 


live. No doubt you will, too. Come in and drive a brand new 


Volkswagen today. 


OUR REGULAR WEEK-LONG MENU IS 
SOMETHING TO C R O W ABOUT, TOO! 


CHICKEN 
IN A TUB 


for a fam ily of 5 to 7, 
^ •m £» 


including rolls and honey w a # a i 
INDIVIDUAL 
ORDERS 
Three Pieces 


of Zip s delicious 


finger 
lickin' chickens 


CHICKEN 
IN A BARREL 


feeds a backyard 
of people. 
Including rolls and honey 


KING SIZE 


Includes two extra pieces 
of chicken and 


French fries 
........................ 
STEAKBURGERS 
Ip" 
24* 


LEON C. FELTON CO. 


601 FRANCISCO BLVD. 
Son Rafael 


MILL VALLEY VOLKSWAGEN 


18 E. BLITHEDALE AVENUE 
Mill Valley 
AUTHORIZE» 
•CA LEB 
Z IP S 
OF SAN RAFAEL 


Third & A Streets 


CALL 01 4-5955 ~ OPEN 7 DAYS A WEEK 


. . . and your finger-lickin' chicken will 
9:30 Midnight 
Till 2 A.M. 
be ready when you arrive! 
Weekdays 
and Sat. 


4 
a n & rp r tif tn tl-iiiu rim l. F rid a y , A u g u s t 19, ¡ 9 6 0 
5 J Q C K S T O D A Y I PO W E RS 
Trustees In Lagunitas 
Hear Building Plans 


The Lagunitas School 
District probably include 
board last night heard a prog- j rooms and 
a 
ress report from architect Mar­ 
tin Rosse on building program 
proposals and a tentative site 
utilization scheme. 
Supt. Clifford Frye said the 
proposals 
were 
still 
in 
the 
working 
stages, 
but 
would 


NEW YORK lift—The Mock m ar­ 
ket closed irregularly higher today 
in m oderate trading 
Volume for the day wa.« esti­ 
m ated at 2 600.000 «hares com pared 
w ith 2.890,000 yesterday. Most gains 
were small, some going to a point 
or so 
• The following closing price« of flig h t c o n s titu te d s ta te an d m il- 
representfttive 
New 
York stock«! jtarv secrets of the t ' S S R " 
multi-purpose supplied bv Irving Lundbors and 
n e r e is OI tne L.h.h.lt , 
five class* 


( ontinued from page 1 
the criminal 
mission he re ­ 
ceived.” 
“ Experts h u v e established 
that the information gathered 
by Powers during his May 1 


ro a m 
i 
- San 
Rafael 
' 
, . 
, 
. 
, Stock Exchance » 
The superintendent reported tm rr i> i a t> i 
that the first three grades and 
possibly the fourth will be on Br*fh sV~r |A S 
double sessions in the coming VatarpUUu 
year. The board approved a 
tentative bus schedule. Buses 
will begin picking up children 
at 7:30 a m. and return the last 
group home about 5; 10 p m 
First, 
second 
and 
third 
grades begin at 3 a m. The sec­ 
ond session will begin at 12 45, 
and buses will begin picking up 
at 12:20 
Grades four and five will at­ 
tend from 9 45 to 3:55 p.m., 
and grades six, seven and eight 
from 
8 45 to 2:55. 
Morning 


member. N Y 


91% 


Three Hurt 
As Car Hits 
Embankments 


Two automobiles rammed in­ 
fo Marin County embankments 
yesterday for no apparent good 
reason in either case, sending , 
, 
, 
. 
. 
. 
,, 
three persons to M ann General ? lnder* frt! * wnl11 b<! ," S! ‘S 
v. 
... * . ___. 
from 9 to 11:20. and afternoon i 
Hospital with minr r injuries. 
kindergarten from 1;q5 to 3:25 


( hryslcr 
f'rown Zell 
DuPont 
first A m ir 
Foremost Dairy 
(Jen Electric 
C»en M otors 
Lockheed Air 
Montgv Ward 
Par tia« a Elee 
Radi» Carp 
Safeway 
Sears Roebuck 
So t al I dÌMin 
Southern Par 
Sid Oil Cai 
Std Oil N J 
Transamerica .. 
I'nion Oil 
I nion Pacific 
S Steel 


he said 
“ He was a tcH of the Central 


51% I intelligence Agency which car- 
4 
I ries out plans for the govern­ 
ment of the United States. 
“Powers kne.t he was viol^t- 


44 4 
25% 
42% 
48' 


Mrs. Mary 
Inglieri 


Succumbs 


Mrs. Mary Inglieri died in 
San Rafael at the age of 79 last 
night at the home of a daugh­ 
ter, Mrs. Palma Battaglia. She 
was head of a large family in­ 
cluding 17 grandchildren and 


jthe past 50 years and in Marin 
County for 25 years. 


He was a m em ber of the 
Neighbors of Woodcraft and 
was past president of the Sun­ 
set Optimists Club in San Fran­ 
cisco, also 
belonging to the 
Elks in Tonopah, Nev. 


Survivors include his wife, 
Mrs. Leona C. Groce, and a sis­ 
ter. Anna Fuchs of 
vania. 


of 
Mr*. 
Ro<# 
Dell oca. 
Ma&sino 
Poma and the late Joseph John 
and Arnelmo Pom a; a native of 
Switzerland. 
Friends 
are invited to attend 
the funeral Monday, Aug 22. I960 
a t 11 a m. a t K eaton’s, F ifth and 
E Streets, San Rafael. Interm ent 
M ount Tam alpais Cemetery 
<8 19-20) 


INGLIERI—In San Rafael. Aug. 
19, 
1960, 
Mary Inglieri, 
beloved 
Wife of the late Rosario Inglieri, 
adored m other of R alph Inglieri. 
Pennsyl- Mrs. Nancy Chesi, Mrs. G argaret 
Raniolo, 
C arm ella 
Costello 
and 


M rs Palm a B attaglia and th t tale 
Lena Di Salvo, aiao survived by 
17 
grandchildren 
and 
31 
great 
grandchildren; a native of Italy, 
79 years of age. 
Friends are invited to attend 
th e funeral M onday, Aug. 22, 1960, 
a t 9:10 a.m. from K eetons,, F ifth 
and E Streets. San R afael, thence 
to 
St. 
R ita s 
C hurch, 
Fairfax, 
where at 9:30 a.m, a Solemn Re­ 
quiem High Mass will be offered 
for the repose of her soul. I n te r ­ 
m ent will be a t the Italian Cem e­ 
tery, Colma. R ecitation of the Ros- 
arv 8 p.m. Sunday a t K eaton’s 
Chapel. 
<8 19-20* 


ijjk* ing internationrl law when he 31 great grandchildren. 
261* i violated the a,r space of the 


James Murdock 


Rites Tomorrow 
A 
Solemn 
Requiem 
High 
Mass will be sung at 9.30 a.m. 
Funeral services for James 
Monday at St. Rita's Church in R- Murdock, 36. of Mill Valley, 
Fairfax. 
The Rosary will be will be at 11 a m. tomorrow at 
recited at 8 p m . Sunday at jthe First Presbyterian Church 
Keaton's Chapel, Fifth and E j in San Rafael. 
Inurnm ent will 
Streets, San Rafael. 
The cor- be private. 


. . . . . 
,. 
teg« will leave from Keaton*» 
Friends may call until 9:30 
I nder these conditions, t i e at 9:10 a m. Monday. 


if 4 j Soviet Union 
82•4 I 
45% 1 
“That 
violation 
created 
a 


254 direct threat to world peace 
35* i ' 
66 i 
624 
374 
57 4 
64 4 
20 4 
41 
414 
27 4 
42% 
27 
82 4 


and security The flight of a 
reconnaissance 
plane 
could 
immediately 
precede 
an 
air 
attack. 


LAST 2 DAYS 
B O Y S E N 


• 
J L 
Paint 
31st annual 


Margaret Allegrecsa, 20. of 
San Francisco failed to negoti­ 
ate a sharp curve on Sir Fran­ 
cis 
Drake 
Roulevard a mile 
west of the entrance to Camp 
Taylor at 1.30 p.m. and over­ 
shot into the bank. The Califor­ 
nia Highway Patrol cited her 
for lack of driver’s license and 
for driving too fast for condi­ 
tions. 
Miss Allegrecsa was treated 
for a cut left hand. Her com­ 
panion. Martin Ko, also 20 and 
from San Francisco, received 
aid for a cut right forearm and 
bruised right knee. 
Wilson Howard Clymer, 20 
from 2 Sidney Street, Mill Val­ 
ley. a student at the College of 
Marin, similarly missed a turn 
and 
struck 
an 
embankment 
driving 
south 
on 
Paradise 
Drive in Corte Madera at 11 
p.m. He suffered a cut lower 
lip. 


The board heard that notice 
of the $80,000 bond election 
and $210.000 state loan pro­ 
posal will be published in the 
Indepcndent-Journal 
t o d a y , 
Aug. 26. Sept. 2 and 9. The i 
election is Sept. 20. 
The board also: 


Visitor Found 


Dead In Attic 


In Belvedere 


, 
. 
. 
, 
e 
i 
A 30-year-old North Carolina 


- Ä 
» 
av,rZ 
T 
! lí n ls' « * broker a " d »tudent was 
n Gerónimo \ alley Assn. to 
. 
. .. 
, 
the 
schoolbulldlng 
the 
™ k, h 
th.s " o rn m g hang- 
ing by his shirt in the Belve­ 
dere attic storeroom of Mrs. 
Jane Ford of 100 Beach Road. 
Myron 
Herrick Conklin, it 


Degressive act of the United 
States perpetrated May 1 by 
Powers create! 
a 
threat 
to 
world peace and security.” 
Powers had pleaded guiltv 
at the outset 
*f the hearing 
Wednesday, Over the first two 
days he testified directly for p 
total of nearly seven hours. 
Presenting a penitent them e 
the defense was to s t r e s s 
throughout, Powers said, “ 1 am 
sincerely sorrv I had anything 
to do with this '* 


the 


Brothers Get 
Year's Probation 


Two brothers convicted of 
grappling with a Larkspur po­ 
lice officer who stopped them 
for speeding were put on one 
year's probation yesterday. 
They 
were 
sentenced 
by 
Judge Richard M. Sims Jr. of 
Marin County Municipal Court. 
James A, Taylor, who gave 
an erroneous address of 59 Bo- 
linas Avenue, Fairfax, when 
arrested was also sentenced to 
five weekends in the county 
jail and a $100 fine. 
His brother John M. Taylor 
was given probation and a $25 
fine. 
Police said 3 aylor later said 
he lived at 112 First Street, 
San Rafael. 
His brother John 
lived at 10 Gilbert Street. San I 
Rafael. 


Check Passing 
Charge Denied 
Boyd Griffith, 22, pleaded 
innocent to charges of con- 


was ' reported" to" PoUce” Chief I ?pircy and passins bad cblH'ks 
William S. 
Woodington 
w a s!bef*r' i u d w Richard M- Sims 
found at 8:10 a.m. by his friend i r 
Ma" n County Municipal 
Selton Hargev. Hargey said he 
* rt ■vc-'tordav- 
knew 
Conklin 
w a s 
missing! . A Preliminary hearing was 
: from the house and thought he se r "L 
, 
a m ' 
b„H ................................... 
Griffith and 


San 
! use 
the 
schoolbuilding 
third 
Tuesday 
night 
of 
I month. 
2. Heard that 34.570 units of 
milk were served in 1959-60. 
3. Changed its meeting dates 
to the first 
Wednesday and 
third Thursday of the month, 
effective in September 


VAN DAL 


( ontinued from page 1 
ping loose the Sea Scout boat 
from its moorings on the San 
Rafael Canal near Irwin Street. 
He and the other boy broke 
into the Ames warehouse at i bookkeeper. 
325 Francisco Boulevard Wed-! 
Woodington said C o n k l i n 
nesday to drive the new cars had been found with his shirt 
around, he said. 
looped 
over 
a 
heavy 
metal 


Mrs. Inglieri 
was born 
in 
Italy Nov. 4, 1880. She came 
to the United 
States 
while 
young and had lived in Califor 
nia for 50 years, of which she 
had spent the last 15 years in 
Marin County. 
Her husband 
was the late Rosario Inglieri. 
Survivors include five chil­ 
dren: Ralph inglieri 
of 
San 
Jose, Calif., Mrs. Nancy Chesi 
of San Rafael, Mrs, Margaret 
Raniolo of San Francisco, Mrs. 
Carmella Costello of San Ra­ 
fael and Mrs. Palma Battaglia 
of San Rafael. 


had gone outside. 
his wife. San- 


The two men were staving at dra; 21 » " accused of passing 
„ 
i l____ r 
8 
‘ bogus checks in Mill Valiev 
the Ford home for the past 
three days en route home from 
Alaska. Conklin had been in 
Alaska about a year where he 
worked part of this time as a 


last Jtilv 25. 


Olga Bosl Rites 
Planned Monday 
Funeral 
services 
for 
Mrs. 
Olga K. Bosl. mother of a Sau- 
, 
. . 
. 51 
. 
, , 
, 
, 
- 
.salito bank manager, will be 
Inside they accidentally bang 
clothes pole of a .clothes rack held at 11 a m. Monday at Hal­ 
ed into each other and decided 
” 
** 
* 
* * 
ftt was fun. They smashed nine 
new sedans, demolishing two 
and heavily damaging the rest. 
It all happened in 15 minutes 
the boy said. 
The boy’s case will be turned 
over to the probation officer. 


Boy, 15, Injured 
As Bike, Car Hit 


Oncoming lights b l i n d e d 
Tichard 
Lee 
Walker of 705 
Bradley Avenue, Novato, as he 
was 
driving 
north on Front 
Street in Novato at 8:45 o'clock 
last night. 
He told the California High­ 
way Patrol 
didn’t see 
Aaron Powell of 1382 Donna 
Street darting across on a bi­ 
cycle at the Diablo Avenue in- 
Convicted murderer George tersection. 
And the boy said 
Albert Scott, who had been he thought he could make it. 
on a week's hunger strike at 
His bike wound up under the 
San 
Quentin 
Prisons Death car, and the 
boy 
was later 
Row because he had not heard treated at Marin General Hos- 
from his wife, for about a pital for a cut left arm. 
The 


Hunger Striker 
Hears From Wife 


with the other end of the shirt 
tied to his neck. 
No notes were found, the 
police chief said. And no rea­ 
son was given for the hanging 
other than Conklin was said to 
be a “ moody sort of fellow.” 
Woodington 
w a s 
told 
that 
Conklin felt life had passed 
him by. and on certain occa­ 
sions had told friends he was 
'thinking of “jum ping off the 
bridge.” 
Hargey, 19, a student from 
i Gainesville, Ga., told police he 
knew of 
no reason 
for the 
hanging except that his friend 
had had moody spells. The pair 
i had flown from Alaska to the 


this was why he Bay Area ani* were to 1)0 Ieav’- 
15-vear-old 
Curtis 
soon for ^ o rth Carolina. 
| 
Funeral 
arrangem ents 
are 
being handled by Russell and 
Gooch Mortuary in Mill Valley, j 


sted 
and 
Co., 
1123 
Sutter 
Street, San Francisco. Burial 
will be at Cypress Lawn Me­ 
morial Park. 
Mrs. Bosl was born In Swe­ 
den 68 years ago and had lived 
for many years in San Fran­ 
cisco. A widow, she was mother 
of June Trost and of Frank 
Bosl, manager of the Sausalito 
branch of the Bank of America. 
She is also survived by seven 
grandchildren. 
Mrs, Bosl was killed Wednes­ 
day in an automobile overturn 
on Mt. Tamalpais. 


Charles Poma 


Dies In Hospital 


Charles Poma. a resident of 
San Rafael for 60 years, died 
this morning at a local hos­ 
pital. 
He had been taken to the 
hospital after suffering a stroke 
two weeks ago. 
Funeral services will be held 
Monday at 11 a m. at Keaton’s 
Mortuary. San 
Rafael. 
Inter­ 
ment will follow at Mount Tam ­ 
alpais Cemetery. 
Poma, who was born in Swit­ 
zerland, settled in San Rafael 
in 
1900. 
He 
lived 
at 
2106 
Fourth Street, San Rafael. 
He worked as a deliveryman 
for the Marin County Ice Com­ 
pany and later was employed 
by the Ghilotti Brothers Ce­ 
m ent Company. 
Surviving are his wife. Mary, 
a 
brother Maximo of 
Santa 
Rasa, and a sister, Mrs. Rosa 
Delloca. of Petaluma. 


am . 
tomorrow 
at 
Keaton’s 
Mortuary, Fifth and E Streets, 
San Rafael. 


Murdock died in a San Fran­ 
cisco yesterday after two weeks 
of illness with a heart condi­ 
tion. 


A bachelor, he lived in Mill 
Valley with his mother Mrs. M. 
E. Murdock. 
Other survivors 
include two brothers, William 
J. Murdock of Berkeley and 
Richard E. Murdock of San 
Rafael, and a sister, Mrs. Eliza­ 
beth Krahl. 
He was born in 
San Rafael. 


For the past 19 years he had 
worked in the office of the 
Standard Oil Co. in San Fran­ 
cisco. 
He was a veteran of the 
second World War. 


MARRIAGE LICENSES 
ISSUED_______ 


C hester Bullock, 30. M arin City, 
and Ethel W eatherly, 29, M arin 
City. 


DEATHS 


SALE 
mmm ■ ■ ■ 


Buy one quart 
BOYSEN RUBBERGLO 
Flat Wall Finish . . . . T 
98 


(12 beautiful ready-mixed colors —also 
custom -m ixed colors slightly higher) 


Get second q u a rt.......... 


No lim it to quantity 
1< 


OTHEr X b OYSEN MONEY-SAVING SPECIALS 


fThe** are not 1< Sale Items) 


BOND VOTE 


m onth 
received 
a 
telegram 
from her today. Associate War­ 
den Dale B. Fradv said. 
Scott had ended his strike 
Wednesday. 
Fradv 
reported 
that 
Mrs. 
Scott's telegram said she loved 
the convict and urged him to 
eat. 
She did not say whether 
she was coming to see him. 


patrol 
cither. 
decided 
not 
to 
cite 


Crash Victims' 
Services Slated 
Funeral services for Mr. and 
Mrs. Mervyn Newton, victims 
j of a light plane crash Tuesday 
jal Santa Maria Airport in San- 
: ta Barbara County, will be held 
tomorrow morning at the Mag­ 
na Funeral Home in Santa Ma­ 
ria. 
Mrs. Newton was the former 
Jo Ann Flvge, daughter of Mr. 
and Mrs. Lewis J. Flyge of 3 
Hawthorne Terrace, Belvedere. 


BOSL—Aug. 17. 1960, Olga K. 
Bosl. beloved m other of June T ro s t! 
and F rank Bosl; a devoted grand­ 
m other of seven grandchildren, 
Services M onday m orning at il 
o’clock at H alsted and C o , 1123 
Sutter Street, San Francisco. In -! 
! term ent. Cypress Lawn M em orial1 
Park. 
,8 191 j 


MURDOCK — In Mill Valley.' 
Aug. 18, 1960. Jam es R. Murdock, 
beloved son of Mrs, M. E. Murdock. I 
adored brother of W illiam J. and 
R ichard E Murdock and Mrs. Eliz­ 
abeth K rahl; a native of San R a­ 
fael, Calif., aged 36 years 
Friends are invited to attend the 
funeral Saturday, Aug. 20, 1960. at 
11 a.m. at the First Presbyterian 
C hurch, San Rafael. Friends may 
call 
at 
K eaton's. 
F ifth 
and 
E 
Streets, until 9:30 a.m. Saturday 
Inurnm ent private. 
*3 19* 


G R O C E—In Kent field, Aug. 19. 
1960. W illiam B. Groce, beloved 
husband of Leona C. Groce, broth­ 
er of A nna Fuchs. A native of 
Pennsylvania, a mem ber of the 
Neighbors of W oodcraft, Past Pres­ 
ident Sunset O ptim ists Club, San 
Francisco, and T onopah Nevada 
Lodge B.P O. Elks. FYiends mav 
call 
a t 
K eaton’s. 
F ifth 
and 
E 
Streets. San Rafael, until 9 p.m 


ODORLESS D R U M 
SEM I-G LO SS ENAMEL 


Quart $ 1 .9 2 Callón $ 6 .1 6 


BO YSEN 100% PU RI 
HOUSE PAINT 
or EXTERIOR W O O D PRIMER 


«•"•"$6.78 ’«i1 $ 6 .4 4 ” i 


M O N O KO TC (OIL TYPI) 
alto M O N O KO TE COLORIZER 
W HITE B A SI PVA 
5-Gal . i fl pur 
5 0 , j o ZJ| 


PLASOLUX GLOSS ENAMEL 


Quart $2.63 *>“«n$8.98 


PORCH A N D DECK ENAMEL 
or LATEX FLOOR PAINT 


Quart $1.99 G*"0" $6.64 


Special $2.99 


COMPLETE 
ROLLER SET 


PLASOLUXER 
BRUSH 


4-INCH 
WALL BRUSH 


Spoetai $1.69 


Spedai $3.79 


after 
was 
Kentfield. 


and 
interm ent 
<8 19-20) 


Cloud 5 Slates 
Fete Tomorrow 


AF Men To Aid 
Fire-Fighters 
Four men from Hamilton Air 
Force Base are flying to the 
Grass Valley area northeast of 
Sacramento border to aid men 
fighting a forest fire. The four 
left Hamilton yesterday after­ 
noon. They are M Sgt. Joseph 
R. Gate, T Sgt Harold A. Mc­ 
Donald, A 2c Robert N. Em- 
m art from the 78th Base Hos­ 
pital, and T/Sgt. Anthony Mar­ 
tino from the 78th Operations 
Squadron. 


M A R IN FIRE CALLS 


YESTERDAY: 
7:40 p.m., Sausalito—Hot motor 
in clothes dryer at 
425 
Locust 
S treet. 
8:45 pm ., Tiburón—Illegal bar­ 
becue fire at net depot annex. 


Cloud 5 restaurant-bar in No­ 
vato will have a grand opening 
celebration tomorrow for its 
new banquet room. 
The second-floor room will 
seat up to 125 persons. 
It in- Henry H 
eludes a service bar. serving Travis, 
kitchen and is air conditioned. “ 
Construction began in May. 
The room will be open from 
6 to 9 p.m. tomorrow with 
dancing after 9. 
Archie Saw­ 
yer and Mrs. Christine Bolton 
are owners of Cloud 5. 


Continued from page 1 
the public about Oct. 18 so 
! that, if approved, the recreation 
facilities could be operable by 
summer 1961. 
The recreation steering com- She lived in Belvedere for 15 
mittee 
m em bers 
s a i d 
the years during wdiich she gradu- 
board s statem ent of policy was ated from T a m a l p a i s High 
acceptable to them. 
School and swam in the Ballet 
Members of the recreation i Aquacade at the Kent Estate 
steering committee are A, C. in Kent Woodlands. 


W. B. Groce Die$ 
After Long Illness 


William B. Groce, a retired 
employee of the Northwestern 
Pacific Railroad, died early to­ 
day at a San Rafael 
rest home Saturday evening, 
a long illness. 
His home pr^ 1J|ral serviccs 
at 605 College Avenue. Í 
POMA—In San R afael, Aug. 19, 
^ 
, 
. , 
I960, Charles Poma, beloved 
hus- 
Funeral services 
and inter- band of M ary Poma, loving brother 
m ent will be p r i v a t e but 
’ 
friends may call until 9 p m , 
tomorrow at Keaton's Mortu­ 
ary, Fifth and E Streets. San 
Rafael. 
Born in Pennsylvania, he had 
been living in California for 


Gallon $6.53 tin 


Other Painting Specials. Come In Today and SAVE] 


See your nearest Ur,y ser Paint Dealer listed hr low 


COOK HARDWARE 
649 Dal Gana.do Road, Terra Linda, GL 3-8653 


JIM CORBET'S HOME CRAFTSMAN'S STORE 
1155 Magnolia Ave., Larkspur, HO 1-5330 


M ARIN ELECTRIC & HARDWARE 
357 Miller Ave., Mill Valley, DU 8-440) 


LES OLIVER PAINT CO. 
1006 Tamalpais Ave., San Rafael, GL 3-9331 


REDWOOD EMPIRE HARDWARE & RENTALS 
2144 Redwood Highway, Greenbrae, HO 1-5512 


SALE ENDS AUGUST 20th! 


^ O 
aQl Q - G u I § v 9 Y ^ : i)rv e . 


Agnew Jr., 
chairman, P. L 
The family has asked that 
Jones, John Bateson, Charles memorial contributions be sent 
D. Hitchcock. Mrs. Elaine KoelJ to the Junior Museum of Marin 
Pierce and Norman or the Marin County Humane 
• Societv. 


IT e re all meeting at 
W iltsh ire 
Tow ers 


... for Lunch, Dinner 
and Cocktailsl 
r/ o v t y o i j o i y v s? 


Across from N ew Civic 


Center Srie on H w y 101 


W estern Am erica Im porter of th# 
BORGWARD 


m a s t e r p i e c e o f p r e c i s i o n e n g i n e e r i n g 


get 'em both • for landscape beauty • richer soil 


FOREST HUMUS 


QREEB0RRE 
at a 


Bowling Is Family Fun 


Plenty of open lanes 
Friday, Saturday & Su n da y 


Break the Bank Doubles 
Now $250 00 


For Reservations 
Phone GL 6-6913 


Do-lt-Toursell Is# # * * '1' 


tenting everything from 
the Do-It-Yourselfer. 


THIS WEEKEND 
WIDEST SELECTION 
OF TOOLS FOR RENT 
3 Convenient Locations 
Drive Right In 


screwdriver to • compressor and looder for 


PEAT MOSS 


t»B Bale 
<3.75 


AMERICAN POWER SAW 
7Vt inch Heavy Duty 
1 Year Guarantee 
* / 
100% Ball end Needle Bearings 
K t D C F 
50 Ft. Extension Cord 
I I V E E 
With |,eh pureh„ # 
CORTE 
MADERA 
Across From Merin Joe's" 
5320 Paradise Drive 
Phone W A 4-0987 
SAN ANSELMO 
MILL VALLEY 
Mobil Station 
Chevron Station 
Corner Sir Francis Drake 
Corner of Flamingo 
and Rod Hill 
Shore»»# 


WALK-ON BARK 


This bpautiful shredded forest hark gives patio and garden 
a luxurious finished look >n minutes . . , just pour it from 


th* bag! Use as safety material under swings, slides, etc., 
1* saves youngsters many a b rvsed and skinned knee. Also 
ideal 
to 
give 
that 
lush 
appearance 
to 
paths 
.recreahon 
g-ounds, trop cal plant areas. Hundreds of uses. Sells in 3-cu. 
ft bags. 
FOREST HUMUS 


PROUDLY ANNOUNCES THE APPOINTMENT OF 
MARIN TRIUMPH 


365 FRANCISCO 
SAN RAFAEL 
GL 3-1262 


COMPLETE SERVICE DEPARTMENT 


and experienced Borgward mechanics 


Feature for feature ... Dollar for dollar 
BORGWARD’S THE BUY 


S T A T I O N W A G O N S 
S E D A N S 


SOIL CONDITIONER 


— — 
Yfirn 
A B IG 4 RENT 


Now ,r 
can convert any soil into an 'deal g ro w in g modi m 
. . . w th FOREST H U M U S S O U C O N D IT IO N E R 
. . tht perfect 
supp er of the life-giving humus ou' western soils reed so 
badly. Also Holds moisture and fertilizer in the so I, aerates 
soil for full root development .corrects harmful so 
aiktlim ty, 
checks growth of weeds , . . keeps all sods conditioned for 
years! It's clean, colorful and foreSt-fragranti 


SPORTS COUPES 


PATIO YARD 


The matchless performance of the Borgward, the 


sturdy construction of the car, the beautiful body 


styling and the rem arkable e c o n o m y of the 


power-packed Borgward engine thrill exacting 


motorists on every continent. The value line 


EAST SIDE FRANCISCO BLVD. 
• 
GL 3-6076 


ÊÊÊâàÊÊÊÊÊM m ^m ü ü l H Ü 
SAN RAFAEL 


IS 
B 0H G W A R D 


the IMPORTED car that is timer a n d m o r e lu x u r io u s in EVERY WAT 


r_ 


A M O S 'N' ANDY TOO 
Daytime Soap Operas 


Going Down The Drain 


NEW 
YORK (FPI)—The Co­ 
lumbia 
Broadcasting 
System 
announced today the coming 
end of daytime radio soap op­ 
eras. 
Doomed also is the famous 
radio team of Amos *n’ Andy 
after 33 years on the air. 
Announcement of the plan 
to drop the serials was made 
by Arthur H. Hayes, president 
of CBS 
radio, who 
said the 
move was being made at the 
behest of the 2.00 affiliate sta­ 
tions of the network. 
The seven so-called soap op­ 
eras, thus named because they 
were mostly sponsored by soap 
manufacturers, are “The Cou­ 
ple Next Door,” “Right to Hap­ 
piness,” “Whispering Streets,” 
“Ma Perkins,” “Young Dr. Ma­ 
lone,” “The Second Mrs. Bur­ 
ton.” and “Best Seller.” 
“Ma Perkins” had been on 
the air 27 years. 
The changes are to take ef­ 
fect on Nov. 28. 
Dropped along with the seri­ 
als are the radio programs 


t “Gunsmoke” and “Have Gun— 
Will Travel.” 
Hayes said the reason for 
dropping the network shows 
fell into two categories: Some 
of the 200 
affiliated 
stations 
didn’t like the shows, and other 
affiliates wanted the time to 
produce local shows, such as 
disc jockey 
programs, 
which 
have high revenue. 
The time area involved is 
from 12:30 p.m. to 2:30 p.m. 
“This change reflects and 
lays the ground work for the 
new direction in which we be­ 
lieve network radio must move 
. . . away from entertainment 
forms which can be presented 
perhaps more effectively by 
other media and toward pro­ 
gramming whose informational 
character is more effective in 
radio than elsewhere,” Hayes 
said. 
Henceforth, said Hayes, the 
programming of the network 
will heavily emphasize news 
and special coverage of major 
world news events. 


Lodge Reportedly To Quit 
U.N. Delegate Post Sept. 3 


UNITED NATIONS, N. Y. 
(UPI)—Ambassador Henry Cabot 
Lodge has submitted his resig­ 
nation as chief U. S. delegate 
to the United Nations to Presi­ 
dent 
Eisenhower, 
effective 
Sept. 3, informed sources said 
today. 
The 
resignation 
will 
free 
Lodge to take an active part 
in the Republican presidential 
campaign as the vice presiden­ 
tial running mate of Richard 
M. Nixon. 
Lodge, 
who 
declared 
he 
would not participate actively 
in politics while serving in the 
U.N., 
has 
been under 
fire 
from Democratic leaders for 
not resigning. 
He said earlier he would not 
quit the post until after the 
disarmament 
debate, 
which 
concluded yesterday. 
It was made clear that if 
Lodge’s presence were to be 
demanded beyond Sept. 3 by 
a major crisis such as the Con­ 
go situation, he could remain 
on the job here. 
Lodge’s deputy chief of the 
U. 
S. 
mission, 
Ambassador 
James J. Wadsworth, was ex­ 


pected to get the interim ap­ 
pointment at the United Na­ 
tions. 
Lodge had no comment. His 
resignation was expected to be 
announced by the White House. 


Excursion Slated 


By Jewish Center 


Another family-weekend ex­ 
cursion to El Rancho Navarro 
near Philo, Mendocino County, 
is planned by the Marin Jewish 
Community 
Center 
for 
the 
Labor Day weekend, Sept. 
to 5. 
A similar event was held on 
Memorial Day weekend. 
The camp will provide six 
meals during the Labor Day 
weekend. Registration is limit­ 
ed to 14 families and is open 
to the entire community. In­ 
terested families may call the 
Jewish Center. 
The weekend activities in­ 
clude horseback riding, swim­ 
ming, folk songs, dances, hikes, 
campfires, 
games 
and 
story 
hours for children. 


G L enwood 


k p i i i m 
s s s 
i e 
e 
z 
s 
e 
s 
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BUILD 
R E P A I R 
REMODEL 


DO IT Y O U R SE L F H E A D Q U A R TER S 
f r o n t a g e TZxict 
— 
S a n R a f a e l 
1 


7 Frontage Road. END OF FRANCISCO BLVD., San Rafael 


OPEN SUNDAY TIL 1 P.M. 


4x8—tV 
SHEETR0CK 
SHEETR0CK 
PLYWOOD 


1.92 
1.76 


Va" 


4' X 8' SHEETS 
2.78 
* 5.29 
« 6.90 


CEMENT 
REED FENCING 
RDW. COM. RGH. 
RDW. COM. RGH. 
RDW. COM. RGH. 
RDW. COM. RGH. 
RDW. COM. S4S 


94 lb. sack 1.40 


6x25' 
roll 9.84 
2 " x l2 " 
1 Q C 
tin. ft. I O 
Vx\D" 
« PV 
lin. ft. I J 
2"x6" 
lin. ft. 7 
4 x4-8 
i 
i f l 
each I • I 7 
4X48 eocH 1.30 


SOIL CONDITIONER 


Redwood 


Per sack .................. 
2.95 


REDWOOD STAIN 
2.95 
BASKET CHAIRS 
3.95 
-ALUMINUM DOORS- 


Full Sereen. Complete with Door Closer, 
Latch and Kick Plate. 


36" X 81" 
32" X 81" ............................. Each>13« 


RED COM. BRICK 
RDW. LATH 
BAMBOO BLINDS 


Delivered 
per thous. 


4' Bundles 
50 pcs. per bundle 
$60 
1.49 
20% OFF 


UNINVITED 
SKUNK SLEEPS 
IN WASHERS 


SAN DIEGO <£)— Whirley 
is a furry black and white in­ 
truder who sleeps in washing 
machines. 
“He was asleep in my ma­ 
chine,” said Ora B. Green- 
wait, “but he woke up and 
looked at me. I left.” 
Mrs. Kenneth Phelps, 
a 
neighbor, had a similar ex­ 
perience 
T u e s d a y . 
Mrs. 
Phelps left Whirley alone 
and he woke up and went 
away. 
Yesterday Mrs. Greenwalt 
called 
Sheriff’s 
Lt. 
Joe 
Stables and told him her 
problem. 
“Mrs. 
Greenwalt,” s a i d 
Stables, “we think we know 
this skunk. 
“I suggest you leave him 
alone and he’ll go away.” 
Mrs. Greenwalt took his 
advice. 


Hawkeye for Iowa was coin­ 
ed by James G. Edwards, edi­ 
tor of the first newspaper in 
Iowa. 
His Fort Madison Pa­ 
triot borrowed the name from 
a friendly Indian chief named 
Black Hawk. 


Sausalito Sandspit Hole 


Eyed As Swim Pool 


“The 
hole” 
on 
Sausalito’s 
sandspit is being recommended 
once again as a 
salt 
water 
swimming pool by the Sau* 
salito Recreation Commission. 
Chairman John R. Minton said 
today. 
The proposal will be sent to 
the city council, he said, after 
checking the 
health aspects, 
possible legal objections and 
the runoff to the bay now 
blocked up. 
Minton said the commission 
believes the hole could be de­ 
veloped as a temporary pool 
and used until the time the 
area may he finally developed 
The Citizens Central 
Water­ 
front Plan Committee, in a mi­ 
nority report, suggested to the 
city council Tuesday that the 
hole be made into a reflecting 
pool to be a focal point of a pro­ 
posed civic center. 
“We 
have 
had substantial 
commitments already for vol­ 
unteer 
labor,” 
Minton 
said, 
“among 
those 
being 
Police 
Chief Howard Goerndt.” He 
said the hole could be develop­ 
ed at a nominal cost. 


Three years ago a question­ 


naire was mailed to Sausalito 
residents, the chairman said, 
and the returns revealed that 
the numl>er one recreation re ­ 
quest was for a swimming fa­ 
cility. 
Most of the hole is on city 
property but a portion is on 
property leased by the city to 
Mac Marin, Inc., owners of the 
Spinnaker Restaurant. 
The commission also heard a 
report 
that the tennis court 
vandalism at South View Park, 
previously reported, has ceas­ 
ed. Some of the children in the 
area have formed a mainten­ 
ance committee, with the help 
of parents. Minton said, and the 
court is now' being kept in good | 
condition. 


Red, W hite, Blue 
Popular Colors 
NEW YORK (UP!)— Accord­ 
ing to the Tile Council of Amer­ 
ica one of the most popular 
color motifs in American bath­ 
rooms is red, white and blue 
There are red shower and win­ 
dow curtains, blue-glazed cer­ 
amic wall tile and white por­ 
celain fixtures. 


!N MARÍN COUNTY! 


ir 


ELEVEN AMPHITHEATERS THE 
SUE OF THE H0LLVW00D BOWL 


would be needed to hold the more than 
200,000 people who own stock in Bank of America— 
including 2,846 who live in Marin County. 
B of A regularly consults with local shareholders 
to develop ways and means of improving 
the Bank’s service to the community. 


362 FtHE TRUCKS 
FOR MARIN 
COUNTV 


could be purchased with the $10,$45,000 worth of Marin County school 
and municipal bonds bought during the past five years by under­ 
writing groups organized by Bank of America. Backing bond issues 
to help build better communities is just one of the many ways your 
local B of A branch serves you. 


MEET/HO LOCAL HEEDS h a Bank of America specialty. 
Each B of A branch is a local business, staffed by local people and 
dedicated to serving the best interests of its own community. Bank 
of America is the neighbor you can bank onl 


flmVpnihrnt-lmtnnrt. Friday, August 19, 1960 
5 
BIG SALE AT ED'S! 


TIRE SÄLE 
Recaps 100% Cold Rubber 
ECONOMY SPECIAL! 
6.40 X 15 
6.70 X 15 
. 7.10 X 15 
. 7.50 X 14 
Blk. Wl. 
White Wall Only $1.00 More — Plus White Casing 


* P \ u % Taxes and Recappable Casing 


Other Sixes at Comparable Low Prices! 


SEAT COVERS 
Full Set 
(Most Cart) 
9.95 


Dependable, economical for years 
of beauty and service. Plasticized 
fiber. Rich maroons, greens, blues, 
blacks, checks, and 
w 
Q m 
plaids. 
Front set Oe ¿F 3 


f 
TRANSISTOR 
RADIOS 


With ear plug and £ % 9 5 
carrying case 
Reg. 14.95 


Transistor Batteries 


6 9 
9v - BL006P and 
BLM106 


"PITCH BACK 


America's 
newest sensation 
for young 
and old 


Auto 


SLEEPING BAGS 


4 
0 
% 
OFF LIST! 


B = t 


San Rafael 


NATIONAL TRUST AND SAVINGS ASSOCIATION # ME MBER FEDERAL DEPOSIT INSURANCE CORPORATION 


Corner Fourth and Cijos Streets 
Phone GL 4-8180, GL 4-8182 
Free Parking at the Rear of Our Store— 
Open Daily to 9 p.m. and Sundays Till 5 p.m. 
Use Your Charge Key, Bankamericard or First Western Charge Account 


6 
3tobfprtihrnt4hmraal. Friday, August <9, 1960 


DIN IN G OUT 


A N D 
INNS 


By H A R R Y C R A F T 


Larkspur's Blue Rock Inn Offers 


Decor Of The Early 20th Century 


That’.« what they 


it’s primarily 


You’d hardly Ihink to call 
the Blue Rock Inn a sleeper. It 
has a record that's well tem- 


night 
times; Chappie Nardi, 
during the day. 
The $1 75 family style dinner 
is still the big drawing card 
pared bv history’ and customers if 
„ . : v 
* 
. 
decking fine food If* flow of Ibut Mlsslon lnn als° serves ,t! 
often 
special and deluxe dinners as 
before. Here's a new one 
t he i 
“hit and run” dinner at $1.50— I 
a one choice affair for people 
in a hurry'. 


Family dinner on Sundays I 


business is consistent 
crowded. 
And yet. it’s in my mind that 
this place has barely scratched 
its potential. 


I can visualize it as a more runs $ 1 9 5 - includes prime rib 
favored spot for out-of-tow ners 
—particularly from San Fran-! 
WILTSHIRE 
TOWERS 
is 
cisco where about half of the heading for a menu largely 
people have never quite lost I composed of seafood dishes and 
their feeling for early 2 0 th cen- steaks, 
tury decor, and the other half 
Some of chef Claude Booth’s 
is suddenly acquiring a taste specialties are oysters stuffed 
for it. 
Hard to find? Not on 
life.’ If you can locate Larkspur 
you can find the Blue Rock in 
the middle of it. And for a 
starter you might try either 
the broehettes or the split ten­ 
derloin with herbs. 
Which 
reminds me: 
Herb 
Saman, its popular pianist, cele­ 
brated 
an 
anniversary 
last 
week. Five years ago he came 
in for a one night stand and no 
one thought to tell him not to 
come back. If he were to leave 
now it would be like taking 
gome of the chromes off the 
walls. 
(Herb: That doesn’t sound 
quite right. I didn’t mean 
oh, skip it.) 


NEWS FROM Mission Inn. 
San Rafael is that it will be 
open seven days a week. It was 
previously closed Mondays. 


Also new is George Thom p­ 
son. the chef. He’s an oldtimer 
in the county but has recently 
been at the Little Hill in Peta­ 
luma. Leo Albertoni will act as 
his co-chef. George How'e and 
George Phillips (my. what a 
lot of Georges) handle the bar 


Oh. yeah 
think. 
They still say 
a fish store, too. 


GEORGE LAKE'S 
Tummy 
Filler,'* a former ham burger 
| stand in 
Forest 
Knolls, 
has 
jcome to life in the hands of 
new' owners Pat and Bob James 
of Woodacre 
They bought the place last 
May and have remodeled it en­ 
tirely. Called now the “Country’ 
Kitchen,” it’s more of a dining 
spot; serves pan-fried chicken, 
steaks, chops, spareribs, lunch­ 
es and breakfasts. 
Hours are 8 a.m. to 2 p.m. 
and 5 to 9:30 p m. — closed 
Mondays. 


GRAND OPENING 
to the 
public of the recent upstairs 
addition to Cloud 5 in Novato 
is tomorrow night. A buffet 
from 6 to 9 p m. and dancing 
to Pat Kelly's three piece com­ 
bo thereafter are programmed. 
Saturday night dancing to 
live music is likely to be a reg­ 
ular weekly feature in the new 
quarters. There’s a service bar 
and kitchen, but Saturday night 
dining will be downstairs. Oth­ 
er times it’s available for par­ 
ties and banquets and luncheon 
groups. Known as the Cloud 


j Room. 


HE'LL PROTECT A N IM A LS 
Humane Exec To Help 


Fight Film Cruelty 


M ARIAS 
PUEBLO 


Horntt of Fin* 
MEXICAN FOOD 
• 
For over 36 year» 
servi ng Marin 


• 
Hours: 4:00 PM. 
To 9:30 P.M. 


4 Rayview Street 
San Rafael 
GL 3-9934 


with crab, and shrimp stuffed 
with crab; also a combination 
seafood casserole and 
a half I SPLENDID COVERAGE 
of 
dozen or more other 
marine some of Marin's 
better known 
dishes. 
| eating spots is handled by the 
It’s interesting to note that j new Food and I/odging Guide 
Claude uses nothing but petrali j put out by the Marin Visitors 
for his filet of sole. Petrali is I Bureau 
departm ent 
of 
the 
the deluxe model — long in the ■ G reater San Rafael Chamber 
chassis and wide in the body, of Commerce. You’ll find it dis- 
firm er and sweeter than its 
“compact” sister. 
Steaks will probably include 
everything in the field from a 
$1.50 luncheon steak to Cha­ 
teaubriand. 


MACANTAC Sea Foods on 
Third Street, San Rafael, has 
a problem. 
It started out to be a retail 
seafood store with auxiliary 
restaurant equipment. Now the 
customers would like to see the 
latter more so. 
Under pressure, the Cincot- 
tas are considering the addition 
roast beef or some kind of 
red meat dish for Mondays, 
Tuesday and Wednesday—just 
those three days and no others. 


tributed among many of the 
restaurants, gas stations and 
motels — otherwise c a ll at the 
Marin Visitors Bureau for a 
copy. 
Some 30 restaurants through, 
out the county are listed. 


Rain Dancer Driven 


Indoors By Rain 


COLUMBIA, S.C. W— Chil 
dren of the Tall Timbers Day 
Camp practiced their Indian 
rain dance under clear skies. 
Two hours later, when the 
time came to perform the same 
dance for their parents, they 
were driven indoors by a heavy 
downpour. 


Mel L. Morse, executive sec­ 
reta ry-ma nager of the Marin 
County Humane Society, has 
been named to take on addi­ 
tional duties of international 
scope— to protect animals used 
in 
movies 
throughout 
t h e 
w'orld. 
The Humane Society of the 
United States in Washington, 
D. C., announced today that 
Morse has been chosen to rep­ 
resent it and the World Fed­ 
eration for the Protection of 
Animals. 
The two organiza­ 
tions 
have 
more 
than 
400 
branches and affiliates in 41 
nations. 
Morse will be able to 
call on all affiliates in all coun­ 
tries for assistance in investi­ 
gation of uses of animals in 
film production. 


More will continue as secre- 
tary-manager 
of 
the 
Marin 
society. 
Morse was formerly execu­ 
tive director of the American 
Hum ane Assn. and earlier was 
head of that association’s Holly­ 
wood office to protect motion 
picture animals. 
He has been 
with the M ann County Humane 
Society since 1958. 


If e re nil meeting at 
Wiltshire 
Towers 


... fer Lunch, Dinner 
and Cocktails! 
w a y r yoi j o / y us? 


Aero** from New Civic 


Center Sit* on Hwy 101 


j 
Lyndesav J^angwill of Scot- 
i land, president of the World 
Federation for Protection of 
Animals, and Fred Myers, exec­ 
utive director of the Humane 
Society of the United States, 
issued this joint statem ent: 
“Motion pictures and televi­ 
sion producers have in recent 
| years been increasingly disre­ 
garding and flouting hum ane 
standards in the use of animals 
in portrayals of cruelty on the 
screen . . . Mr. Morse is one 
I of the world's best informed 
experts on cruelties of this type 
. . . We expect that, with the 
complete support of hum ane 
societies throughout the world, 
Mr. Morse will induce th e mo­ 
tion picture and television in­ 
dustries to return to hum ane 
standards.” 


Realty Associates 
Ray Adsit of San Rafael has 
become a sales associate of 
Lewis Realty, it was announced 
today. 
He will specialize in 
residential brokerage at the 
firm ’s 
main 
office, 
917 Sir 
Francis Drake Boulevard, in 
Kentfield. 


They rç • 
raving about 
the food at 
the Blue Rock 


BREAKFAST 
LUNCH 
DINNER 
SODA FOUNTAIN 


luncheons from ............$1.10 
Dinners from ..............$1.65 


OPEN EVERY D AY 7 A. M. TO 10 P. M. 


Privat* Room For Group* 


t h e 


(Ampi* Parking 


RESTAURfiflT 


K I N T F I I I D 
• 
C A L I F O R N I A 


GL 4-6922 


for fine 


Marin’s NEW EST 
DINING RO O M 
GAYELARK 
ol MARIN 


Is Proud to Announce 
The Service of 
COMPLETE DINNERS 


Hours: Mon.-Thur. 7 a.m.-9 p.m. 
Fri. & Sat. 7 a.m.-3 am. 
Sun. 10 a.m.-5 p.m. 
Formerly Muriel's 


1125 Magnolia Ave. 
Larkspur 


LA 
PETITE 
AUBERGE 


704 Fourth St. 


C U I S I N E 


Hour*: Daily— 11 a m.— 2:30 p.m. 


1.30 p.m.— 10:30 p.m. 


CLOSED M O N D A Y S 


Saturday— 5:30 p.m.— 10:30 p m. 


The Ranch House Restaurant 


Featuring Barbecued 


STEAKS • CHICKEN • RIBS 


Open for Lunch and Dinner 
11 a. m. to 0:30 p. m. 
i I ! - ’ 
Cocktails in Our Lounge! 
1/7 fi 


Banquet Room for Special Groups Scats 40 
726 San Anselmo Ave., San Anselmo, GL 3-9831 


Outdoor Patio & Snack Bar 


B-B-9 SPECIALTIES 


THE PANTRY 
/ / 


of the 
Redwood Fish & Poultry 


5949 Redwood Hwy., 1 m il* North 
) 


of Hamilton, Ignacio 
/Z ^ s t 
Open 9:30 a m.-Midnight. 7 Day» 


B-B-CUE . 


• CH ICKEN 
• LAMB 
• TURKEY 
• SPARE RIBS 
HOT O N ORDER 


^ S N A C K BAR 


SA N D W IC H E S 


M A D E TO ORDER 


FROM OUR 
DELICATESSEN! 


B-B-CUE 
Plate Special 


V» C hkk*n, Salad, 
And Roll, Or 
Spar* Rib», SaUd 
And Roll! 


Delicious Delicatessen Specialties 
HOME MADE SALADS, IMPORTED GERMAN SAUSAGE, 
CORNED BEEF, HAMS, CHEESES, 
PICKLES & RELISHES 


/ / YES 
/ / 
We Do 
CATERING 
SERVICE 


No Party too Larga or Small 


SEA FOODS 
STEAMED CLAMS 
Call TUcker 3-6461 


RANCH WACOM 


Hwy. 101 Ju*t North Richardson Bay Bridg* 
DU 8-0663 
OPEN SEVEN DAYS A WEEK 


Lunches from 11:30 A.M. 
Dinners from 5 P.M. 
Banquet Facilities 
$ 


FFATl RING CORN-FED BEEF 
PRIME RIB 
DINNERS 


ALL YOU CAN EAT 
Also Choice of Other Entrees. Dinners To Take O ut 


Dancing tri. <£: Sat. y i t e Featuring 
GENE BYRNES COMBO2 


A fai ortie u ith 
our customers 
CHILE RELLENO 
(Mexican Stuffed Peppers) 
Mild pepper stuffed with Mon­ 
terey Jack Cheese, dipped in 
egg batter. A light and fluffy 
delicacy served with many of 
our dinners or excellent as a 
side dish. 
Our Troubador Sings Thursday- 
Friday-Saturday Eve*. 


\ O T I C E ? 
If e. will be rinsed 
Mondays each ueek 


You’ll Like 


AT 
RAMONAS 
1025 C Street 
GL 4-0761 
San Rafael 
Now ¿vervinf Domestic 
e n d M e x ic a n Beer. 


M ARY E. M U RRA Y 
Wins another stipend 


Marinite Given Post 


In Insurance Club 


Robert A. Davies, 160 San 
Rafael Avenue, Belvedere, has 
been named vice chairman, ad­ 
visory board of directors, of 
the New’ York Life Insurance 
Company’s Top Club. He was 
one of the company’s leading 
field underw riters during 1959- 
60. 
_____ 
As vice chairman, Davies has 
qualified to attend an educa­ 
tional conference in White Sul­ 
phur Springs, West Virginia, 
Aug. 28 to Sept. 1. 


"BEST BLINTZES 
IN THE WORLD" 


(. . . the opinion of 99% of 
our customers who regularly 
have them) 
EUGENE'S 
. . . Of Course! 
909 Lincoln Avenue 
San Rafael 


(Fine Dinners, Too!) 


Have you seen our beautiful 
Patio? 
Like our Peacocks? 


V i 


I NO LONGER DINEAT 


Sabella's 


T he service was so prom pt 
a n d p o lite ,^ th e food so 
positively perfect, I had 
no cause to scream and 
c u rs e -a n d a m an has the 
right to a little fun. Ah, 
b u t it was a grand place to 
dine . . . darn it! 


kellaA 


Social Work Student 


Receives Scholarship 


Miss Mary Elizabeth Murray, 
20. of Greenbrae, who went 
through Dominican Convent on 
a 
four-year scholarship, 
has 
just 
w’on 
another 
four-year 
scholarship for u n i v e r s i t y 
study. 
She won the 1960 National 
Foundation Health Scholarship 
in medical social work. 
This 
was announced today by Mrs. 
Melvin Hammond, chairman of 
the Marin County chapter of! 
the National Foundation. 
Miss M urray is now attend­ 
ing University of Portland. The 
four-year scholarship gives her 
$500 per year for two more 
years at Portland and two years 
of graduate work, probably at 
University 
of 
California 
in 
Berkeley. 


The scholarship is made pos­ 
sible by the new M a r c h of 
Dimes. 
She is the daughter of Mr. 
and Mrs. Lawrence F. Murray 
of 118 Bretano Way, Green­ 
brae. 
M urray is a fireman in 
San Francisco. 
Formal presentation of the 
scholarship is tentatively sched­ 
uled 
for 
next 
Thursday at 
Marin General Hospital. 
This is the second year the 
health scholarships have been 
awarded by the National Foun­ 
dation, which 
now seeks to 
prevent birth defects and a r­ 
thritis in addition to fighting 
polio. 


Hawaii is m ade up of 20 is­ 
lands. 


Now at The ììlvAic ßox 
$150 
STEAK 


A Terrific Lunch! 
IOV2 oz. Choice Broiled 
NEW YORK CUT 


SANDWICH 


Steaks • Chicken • Chops • Roast Beef 


Lunch 11-3; Dinner Weekdays 5-10; Fri. and Sat. 5-11 
Sat Night Special: Stuffed Squab 


CO CKTAILS 


FOOD TO TAKE OUT 


1618 Second St., 
San Rafael, GL 3-7306 
* 


BY POPULAR REQUEST 


The Mission Inn Is Now Open 


SEVEN DAYS A WEEK 


Menu for Week of Aug. 20 and Aug. 26 


SATURDAY—Roast Sirloin of Beef au Jus or Chicken Caccia- 
tore. 
SUNDAY—Baked Half Petaluma Milk-Fed Chicken with Dress­ 
ing or Roast Prime Rib of Beef. 
MONDAY—Boiled Beef or Roast Leg of Pork. 
TUESDAY—New York Steak or Breaded Veal Cutlet with 
Cream Gravy. 
WEDNESDAY—Beef Pot Roast with Natural Gravy or Oven 
Baked Chicken. 
THURSDAY—New York Steak or Corned Beef and Cabbaga. 
FRIDAY—Swiss Steak with Jardenlere Sauce or Orilled Fillet 
of Sole or Halibut with Tartar Sauce. 


The price: weekday*, $1.75. Sunday*, $1.95 


Children to 10 years, 95c; high chair babies FREf 


Deluxe Dinners of Your Choice, Prime Rib 
Everyday 


Dinners: Weekdays 4:30 p.m.-10 p.m. 


Sundays 2 p.m.-10 p.m. 


Lunches from $1.00 
COCKTAILS 


Lunches Served Daily 11:30-2 p.m. 
MISSION INN 


720 "B " Street 
Phone GL 3-9944 


NOVATO 


Is Pleased To Announce The 
Grand Opening 


Of Their New Banquet Room . . . 
the "CLOUD ROOM 


6 P.M. Saturday, Aug. 20th 


Dancing 9-1 A.M. 
Saturday to 
Pat Kelly's Combo 


If 


FOR: 


• Banquets 
• Parties 
• W e d d in g 


Receptions 
Call 
TW 2-9763 


1009 FIRST STREET 
(Just off Grant Ave.) 
NOVATO 


MARIN FILM FARE 
Movie With Suburban 
Setting Due At Rafael 


Taxes Run Our Lives/ 
Declares Accountant 


By LF.S DARI) 
RAFAEL THEATER 
"Strangers When We Meet” 
(color, wide screen» which op­ 
ens Sunday on the San Rafael 
screen, is a slick and detailed 
account of how a man and wom­ 
an drift into an affair in a 
plush suburb. 
The participants in this adul­ 
terous business are Kirk Doug­ 
las. 
an 
architect 
somewhatj 
bored with his wife (Barbara 
Rush) and Kim Novak, a beau­ 
ty wed to a cold fish. 
Douglas 
is working on 
a 
bouse for an author (Ernie Ko- 
vacs), and as the home rises, 
so does romance. 
When the 
place is nearly finished, it’s 
time for a decision: 
Douglas 
can break up his home or 
wreck Miss Novak s dreams. 
Best performance is by Ko- 
vacs. a madcap with scores of 
girl friends, who adds a touch 
of lightness to the sufferings 
of the lovers. 
TAMALPAIS THEATER 
"From the Terrace,” in col­ 
or and CinemaScope, is a trun­ 
cated 
version 
of 
the 
John 
O'Hara best-seller. It stars Paul 
Newman 
and 
Joanne Wood­ 
ward and opens Sunday on the 
Hub screen. 
The story tells of a young 
man (Newman) who returns 
borne 
f r o m 
w a r 
to find 
mother (Myrna Loy) a hopeless 
drunk, his father a bully. He 
marries a lovely but greedy 
girl (Woodward). 
She spurs him to fabulous 
success and rewards him with 
spiteful infidelity. 
He falls for another girl (lna 
P.alin). Then, in a final splurge j 
of nobility, Newman cuts away 
the web that entangles his life. 
All this is told with frank­ 
ness. So: Not for kiddies. 
NOVATO THEATER 
"The Mountain Road” which 
opens Sunday, is a drama star­ 
ring Jimmy Stewart and a love­ 
ly Chinese, Lisa Lu. 
Stewart plays Major Bald­ 
win. a man on the ragged edge 
from long combat, who must 
wipe out everything in the 
path of advancing Japanese 
Miss Lu portrays Sue-Mei, a 
cultured Chinese widow. 
The 
time is 1944, the setting is the 
Chinese mainland. 
Stewart is beset by military 
problems and his own tortured 
emotions. Only Sue-Mei, gen­ 
tle 
and 
compassionate, 
can 
ease his pain. 
Estimate: East meets West. 
MARIN THEATER 
"Elmer Gantry” (colon, on 
the Sausalito screen on Sun­ 
day. is the likeliest “ Oscar” 
candidate 
I ve previewed so 
far thiS-year. 
The reason is Burt Lancaster 
rs Gantry, a liar, a cheat, loud, 
cruel, an adulterer, sacriligi- 
ous. fun-loving and 
lusty. 
I 
didn't think Lancaster was ca­ 
pable of such a performance, 
but there he is: Sinclair Lewis’ 
1827 Gantry in the flesh. 
He is a salesman who wan­ 
ders into a revival and learns 
that his fraudulent eloquence 
can leave the sinners hanging 
onto the tent poles. Roaring, 
about “ that old-time religion.” 
be puts life into the revivals 


of 
Sister 
Sharon 
Falconer 
(Jean 
Simmons) 
and 
brings 
them to the big time— and his 
own downfall. 
Estimate: Not for children 
LARK THEATER 
The current feature is Ing­ 
mar Bergmans “The Magici­ 
an 
which 
is 
featured 
with 
“ Wild 
Strawberries, 
on 
the 
Larkspur screen. 
Max von Sydow is the Magi- 
sian, 
an 
itinerant 
hypnotist 
whose company includes his 
wife (Ingrid Thulin»; his witch* 
grandmother: 
a 
sex-centered 
coachman, and an ailing drunk­ 
en actor. 
The time is 1840. The troupe 
is forced to go to the home of 
a rich man and perform. 
A 
doctor 
(Gunnar 
Bjorn- 
strand) doubts the magician's 
powers. The show ends in dis­ 
aster. but the magician still 
has his weird revenge. 
MOTOR MOVIES 
“ Some Like It Hot.” starring 
Marilyn Monro?. Jack Lemmon 
and Tony Curtis, opens Sun­ 
day. 
The trio, plus Pat O'Brien, 
Joe E. Brown and George Raft 
turn back the clock to the late 
1920s when people went 
to 
speakeasies and 
rival 
gangs 
gunned each other down. 
Curtis and Lemmon play a 
pair of musicians who 
flee 
mobsters by disguising them­ 
selves as girls. 
Marilyn 
is 
a 
flighty singer. 
Estimate: Very funny. 
TIBI RON PLAVHOt SE 
“ The Gazebo” (CinemaScope) 
— it's pronounced “ guh-zee-bo” 
and is an 18th century summer 
house— is a farce about mur­ 
der. 
Glenn Gord stars as a TV 
playwright who becomes 
in­ 
volved in a blackmail situation 
Murder seems the only way 
out. 
So, mustering his TV-tested 
techniques, he plots a perfect 
killing. Trouble is, Ford turns 
out to be the most inept of 
killers. Before long, gangland 
overlords as well as police are 
buzzing about. 
Supporting Ford are Debbie 
Reynolds and Carl Reiner. 
SEQUOIA THEATRE 
“ The Apartment” — w h i c h 
opens Sunday on the Mill Val­ 
ley screen — is the funniest 
Hollywood film since “ Some 
Like It Hot." 
Starring Jack Lemmon and 
Shirley MacLaine, it relates the 
plight of a bachelor who lends 
his apartment key to office 
mates for their amatory adven­ 
tures. Before long, he scarcely 
has a home. 
Miss MacLaine portrays the 
one girl he admires. 
Estimate: Don’t miss this. 
FAIRFAX THEATER 
America's fortunes 
in 
the 
Pacific were at a low ebb is 
1942. 
Japanese 
forces 
were 
sweeping everything in their 
path. They also expected to 
run U.S. troops off Guadal­ 
canal. 
“ The 
Gallant 
Hours” tells 
tells how’ they met up with 
Admiral William F. (Bull) Hal­ 
sey. who threw' away the book 
and turned the tide of war. 
Jimmy Cagney plays Halsey 


ON HI B SCREEN 
John O'Hara’s “ From the Terrace" 
starring Paul Newman and Joanne Woodward, will open 
Sunday at the Tamalpais Theater in San Anselmo. Myrna 
Loy and Mark Robson also have top roles. 


CO-STARS — Kirk Douglas and Kim Novak are teamed 
together in “ Strangers When We Meet,” a drama of life in 
a suburban community that opens Sunday at the Rafael 
Theater in San Rafael. The movie, based on Evan Hunter’s 
best-seller, also features Ernie Kovaes and Barbara Rush. 


Marinite Attends 


Welfare Meeting 


Frank J. 
Keaton of Ross, 
president of the Marin County 
Society for Crippled Children 
and Adults, is in New York rep­ 
resenting Marin at the eighth 
w’orld congress of the Interna­ 
tional Society for Welfare of 
Cripples. 


The 
National 
Society 
for 
Crippled Children and Adults 
is host at the world congress. 


Keaton was in Chicago and 
New York on personal business 
this week and decided to par­ 
ticipate 
in 
the 
international 
meeting. 


Keaton expects to be back in 
Marin about Sept. 12. He is 
accompanied by Mrs. Keaton 
and their daughter. 


SAN FRANC 1SCO i.P 
“Tax 
es instead of common sense 
run our lives" in America, one 
of the nation’s leading account­ 
ants said today. 
“ High taxes are bearable if 
they 
are 
equitable, 
under­ 
standable and enforceable.” J 
S. Seidman, president of the 
American Institute of Certified 
Public Accountants, told the 
Commonwealth Club, 
REVOLUTION NEEDED 
“ The present law runs afoul 
of these requirements, A revo­ 
lution in the law is the answer.” 
The New York accountant 
predicted lower taxes “ are like 
lv to be legislated next year 
to apply on 1962 incomes” re­ 
gardless of which party wins 
November elections. 
“ Four things are out of gear” 
with the present tax structure. 
Seidman said. “ Rates are too 
high. There are too many loop­ 
holes. The law is too compli­ 
cated. And enforcement is not 
complete .” 
BACK SEAT 
Of taxes ruling American 
lives, he said: 
“ Good judgmoni takes a back 
seat to taxes in deciding things 
like where we live, what we do 
with our money, what we say 
in our wills. 
“ Taxes are kingpin when we 
consider 
whether 
we 
work, 
where, w hen or how much we 
work. Taxes even enter into 
such private intimate things as 
whom we marry, whether and 
when we marry, or how we un- 
n.arrv. 
“ Taxes are a deciding factor 
i<= \\hothor business done or not 
done.” 
They influence how business 
is conducted, and buying and 
selling on the stock market, he 
added. 
! 
Seidman 
said 
the 
United 
States’ tax “ law of over a tliou- 
| sand pages has grown up like 
Topsy,” until today it “ at times 
baffles even the experts.” 
“ It w’ill take two things to 
I soothe these troubled tax wa- 


t* rs." he said. “ One is to lower 
the tax rates and the other is 
to do away with special benefits 
for special classes of taxpayers. 
The two remedies, employed to­ 
gether, will up the revenues 
and improv* taxpayers' atti­ 
tudes toward the tax laws ” 


MARKETING M VNAGER 
Alexander 
Black, 
Winding 
Way, Ross, has been appoint­ 
ed by American Can Co. as 
manager of the firm’s na­ 
tional Canco marketing divi 
sion 
in 
New 
York 
City. 
Black formerly served in the 
company's San Francisco re­ 
gional headquarters as west­ 
ern area manager of sales. 
He and his family will leave 
Marin County for their new 
home in New Canaan, Conn. 


No Rest For Doctor 


M ILW A U K EE W 
Like they 
say, the doctor isn’t supposed 
to get sick. 
Dr E. J. Banach underwent 
minor 
surgery 
at 
Lakeview 
Hospital. 
At 4:30 the following morn­ 
ing he got out of bed to super­ 
intend the delivery of a baby 
to one of his patients. At 6 30, 
resuming the role of a patient, 
he went back to bed. 


EXAGGERATED? 
Not according to our cus­ 
tomers, 
whose 
enthus­ 
iasm 
for 
our 
scientific 
rheaning 
is 
unbounded! 
Try us and you'll agree 
illicit 
Laundry & Cleaners 


107 Caledonia Street 
SAUSALITO 


" c o m m u t e r s s a v e "* 
with cash & carry 


FREE EASY P A R K IN G / 


ED 2-1322 
EN terpnse I 0i>80 


Since 1902 


jlnhqirithrtiU.ilimntal, Friday, Augusf 19, i960 
7 


Q tara YEüi] airy 


INDULGE 


BE SOCIABLE — BE HEALTHY 


RELAX AND HAVE FUN 


in a 
Mason. Pool 


/ / 
I 1 
J W 


phone for 


E S T IM A T E 
ASON POOLS 


914 Irwin St. 
San Rafael 
GL 6-2624 


I**,-** «*<«*' y*t « 


Mercury prices start S31 -’6 6 'below deluxe 


V-8’s with low-price names... N O W — greater 


savings than at any other time in the year. 


We’ll talk prices on every’60 Mercury in stock! 


•Based on comparison of manufacturers’ suggested 1960 base prices for lowest-priced V-8 mode!». 


COME IN AND GET OUR DEAL! 
MERCURY 
THE BETTER 
LOW-PRICE CAR 


E. BUGNA Lmcoln-Mercury 


Third and Lincoln, San Rafael, GL 6-4211 


OPEN 7 DAYS, 8 to 6 
REDWOOD EMPIRE 
LUMBER AND SUPPLY 


Everything for the Week-end Builder 


DRIVE IN ★ SELF SERVE * SUPER MART 
MARIN COUNTY'S ON1Y COMPLETE ONE-STOP SHOP 
OPEN 7 DAYS, 8 to 6 
2144 U.S. Hwy. 101 — Greenbrae — HO 1-5521 


REDWOOD . . . looks better, lasts longer 
For Your RETAINING WALL 


Bd. Ft. 
2x12 Only 10 


Old Growth Calif. R'dwd — 
Mill Run, Rand. Lg th -1,000 BM Only $100 
4"x4"x8' POSTS . . 79’ 


Don't Fence with poor quality . . . 
use REDWOOD 
POSTS 


ea. 


Pre-Cut Fencing... 


The Good Neighbor 


—No Ugly Side 


All Pre-Cut Redwood 
SOLID BO ARD... 
FINISHED T&G STOCK 
5 FT. HIGH 


Q 
A 
{ running 
0 
7 
foot 


A com plete kit, in rlu d at 


post», stringer« and boards 


««Os- 1 
t*. <3 


4x4x8 
S4S 96«.. 
4x4x7 S45 84«„ 
For Privacy 
... Wind Breaks 
... Shade Cover 


IMPORTED 
REED BAMBOO 
FENCING 
*5.95 , 


W ill covnr 90 sq ft of area 


Com plate hath yard privacy 


"FREE“ —1 gal. Boysen Redwood Stain with every 
Pre-Cut Fence Kit Order, whether solid board, grape 
stake,^etc.___________ OUR SPEC! AL-TH1S W EEK END 


★ 
* 
Cash and Carry Specials 
★ 
★ 


S4S 
4x4 
Patio 
Redwood 


1 2 « 
lin 
ft 


2x4 
Redwood 
Rough 
5« 
lin ft. 


2x4x8 
DF Studs 
39«.. 
RED BRICK . . . 
I"x l2 " KNOTTY PINE 
MASONITE 
PLYWOOD 
PHIL. MGHY. PLY. 


BBQ 


4 Vi ea. 


D ry 
1 
2 
* f t - 


1 99 
Rig 
4*8 sheet 
■ • 
* 


Big 
4*8 sheet 2.79 


Rig 
4*8 sheet 
5 
e 
l O 


Charcoal 


1°, 1 . 8 8 


Clean W hite 
Ploy Box 
Sand 
7 
B'fl 
• 
* * 
Sack 


Peat 
Moss 


Large Bale 
*3.95 


Steer 
Manure 


Weed Free 
87« 
Sartr 


B O Y S E N 


30“annual 
Paint 


♦ 


dUBBERGtO 
WAUL fìtti*1* 


jjp ' Buy one quart 
BOYSEN RUBBERGLO 
Flat Wall Finish . . . . 
$4 98 
l 


(12 beautiful “ ready-mixed” colors- 
Colorizer colors slightly higher.) 


Get second quart 
1 « 


N o limit to quantity 


o t h e r X b o y s e n m o n e y -s a v in g s p e c ia l s 


ODORLESS DREEM 


SEMI-GLOSS ENAM EL 


15 
ready 
mixed 
colors 
to 
match 
P .bbe'glo. 
(Special 
colors 
slightly 
higher) 


Quart 
Gallon 


1.92 
6.16 


BOYSEN 100% PURE 
HOUSE PAINT or 
EXTERIOR W O O D PRIMER 


Æ 7 O 
5 9*1 »in—per gal. 


o.Lö 
6.64 


PLASOLUX GLOSS ENAM EL 


For interior an d e x te rio r use. 


(18 co lo rs an d w h ite ) 


Quart 
Gallon 


2.63 
8.98 


REDW OOD STAIN 


Gal 2.66 


M ONOKOTE (oil type) alse 


MONOKOTE COLORIZER 


WHiTE BASE PVA 


Gallon 
5 gal. tin—per gat. 


6.53__ 6 .38 


PORCH AND DECK ENAMEL or 


LATEX FLOOR PAINT 
Quart 
Gallon 


1.99 
6.44 


COMPLETE 9 " ROLLER SET 


Sp.tili 2.99 


PLASOLUXER BRUSH 


Special 1.69 


4-INCH WALL BRUSH 


Special 3.79 


SUBURBAN WHITE 


House Paint 


Gal. 4.44 


SALE ENDS AUGUST 21st! 
ASK FOR OUR FREE SETS OF BUILDING PLANS 
For Indoor or Outdoor Projects 
Mix-Kwik Products— Concrete—Mortar— Plaster 
Rock & Sand—Gravel—M ix—By the Sack or Truck Load 
Delivery Service, Anything—Anywhere, Cail Anytime 


DRIVE IN * SELF SERVE * SURF«.*V 
T 1- \ 
M ARIN C O U N TVS Ç N tT .eO N irifT l'Ô N T - T T rj», r 
f 
OPEN 7 DAYS, 8 to 6 Y-% 


2144 U.S. Hwy. 101. 
• 
GREENBRAE 
• 
H O I-5 5 2 1 


Jfjtòepettòf tríalo u mal 
NO, NO! LOOK DOWN! 
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TODAY'S EDITORIAL 
Half Million In County Tax 
Savings Not Whole Story 


Yesterday the Marin Board of Super­ 
visors set the county tax rate at $2.12 
per $100 of assessed valuation, the low­ 
est tax rate the county has enjoyed 
since 1953-54. 
The new rate is 11 cents lower than 
last year's and 24.7 cents lower than 
had been anticipated when the prelim­ 
inary budget was adopted a number of 
weeks ago. 
For this reduction the supervisors 
can take partial credit. They actually 
cut 4 j 2 cents off the rate by accepting 
“austerity" 
recommendations 
in 
the 
budgets of individual county depart­ 
ments. 
This austerity attitude was accepted, 
too, by the department heads and 11 
cents of the reduction were possible be­ 
cause balances of unspent money in last 
year’s funds were higher than expected. 
This was partly due to savings in depart­ 
ment operations and partly to increases 
in revenues produced by fees collected 
by the departments. 
Increased revenue also accounts for 
an additional 3.7 cents of the reduction. 
The auditor’s office estimates now that 
revenues this year are going to be that 
much higher than previously antici­ 
pated. 
Increased assessed valuation account­ 
ed for the last 8 cents of the tax rate re­ 
duction. 
This cut was brought about 
jointly by the soaring property values 
throughout the county and the reap­ 
praisal program mostly in Southern Ma­ 
rin. 
These savings would have brought 
the tax rate down to $2.09^2, but the 
supervisors approved a $55,000 appro­ 
priation for the county’s share of con­ 
structing additional school facilities for 


physically handicapped children. This 
added 2 1 2 cents to the rate. 
Thus the supervisors have continued 
the downward trend of tax rates since 
the high of $2.55 in 1954-55. However, 
this does not mean there has been a 
reduction in either the county budget or 
county tax receipts. 
There haven’t. 
Both have increased every year. Where 
did the money come from? 
First the state ordered a 26 per cent 
across-the-board assessment raise, then 
a county-wide reappraisal program, and 
now the continuing reappraisal proced­ 
ures have equalized appraised values at 
a higher plane than in previous years. 
So tax bills are higher; but not as high 
as they would be had the rate not been 
reduced. 
The 24.7 cent cut in the tax rate from 
the preliminary estimate means a sav­ 
ings of about half a million Marin tax 
dollars, a sizeable addition to the coun­ 
ty's economy. 
But the reduction of your county tax 
bill may well not mean a reduced total 
tax bill for you. More than half of your 
tax money is paid to school districts. 
¡Some of these have increased, others de­ 
creased their rates for this year. Cities 
have their own rates. 
There are a 
myriad of special districts, all the way 
from lighting to mosquito. 
They too 
have increases and decreases. 
John Taxpayer has no one place he 
can go to demand economy in govern­ 
ment. He must be on constant vigil to 
demand an end to all unnecessary ex­ 
penditures 
in 
every 
governmental 
agency. 
And the time to demand is 
when the agencies are making up their 
budgets. When the tax bill comes, it’s 
too late. 


THREE MINUTES A DAY 


By J A M E S KELLER 


TO LOVE ONE S ENEMIES 
Speaking well of those who disliked him 
was one of General Robert E. Lee’s out­ 
standing qualities. 
When he pa’d generous tribute to the 
ability of a certain colleague, a fellow officer 
remarked: 
“General, how can you speak so highly of 
one of your bitterest enemies, a man who 
never 
misses 
an opportunity 
to 
malign 
you?” 
‘ My friend,'’ Lee replied, “the President 
asked my opinion of him, not his opinion 
of me.'’ 
By cultivating the habit of thinking and 
speaking well of others, regardless of their 


H A L BOYLE'S C O L U M N 


attitude towards you, you will make an in­ 
vestment that will bear rich dividends for 
time and eternity. 
It is a sign of strength rather than weak­ 
ness to follow' Christ’s pattern of: 
“Love your enemies, do good for those 
who hate you and pray for those who per­ 
secute and calumniate you.” 
(Matthew 5:44) 
By following this divine prescription you 
will, paradoxically enough, bring peace to 
yourself, and to others as well as to the 
world much in need of every bit of peace 
that you and others like you can provide. 
Help me, O gentle Master, to focus atten- 
on the good side of those who dislike me. 


Elevator Jockey Is Down On Folks 
Who Come Up With These Cracks 


NEW YORK (UPT—Passen­ 
ger remarks that elevator op­ 
erators get tired of hearing: 
“Well, I guess your life is 
full of ups and downs, isn’t 
it?” 
“Personally, I prefer the 
new’ automatic elevators. All 
you have to do is push a but­ 
ton and — w’hoosh! — vou’re 
there.” 
“How does it feel to be a 
human yo-yo?'’ 


“I don’t care what floor I 
get off at, young man — just 
so there’s a ladies’ room on 
it.” 
“Somebody in this elevator 
has got cold hands and if he 
doesn't keep them to himself, 
I'm going to call a cop.” 
“Do you ever get a sudden 
w’ild yearning to travel side­ 
ways?” 
“Let’s do something differ­ 
ent today. How’ about steer- 


THE CYNIC'S CORNER 
By Interlandi 


“Hold it . . . this one has only 48 stars . . . 1” 


ing toward Florida?” 
“I took this picture myself. 
It shows my kid in swimming. 
And here's one showing her 
just back from a hike. And 
this one of my wife.” 
“Mind if 1 bum a cigarette 
off you" I left a full pack on 
my desk. Is it okay if I take 
two or three?” 
' You think this one’s nice 
looking, Josie? Honey, you 
really 
gotta 
do 
something 
about your g l a s s e s . You 
oughta seen the guy who held 
the job before him.” 
“Stopped at any interesting 
new floors lately, Buster?” 
If this elevator cable ever 
snaps, you’ll sure wind up a 
fall guy, w'on’t you?” 


“THIS IDEA could make us 
both rich, kid. You wait until 
the elevator is crowded, sud­ 
denly stop it between floors, 
then whip out copies of our 
fine new accident policy cov­ 
ering all emergencies. I tell 
you there’s a mint in it for 
both of us.” 
“While I'm at the dentist’s, 
would you mind showing my 
little boy how? to run your ele­ 
vator? He’s bored with play­ 
ing fireman.” 


‘ \ Ol \ E GOT a loose but­ 
ton on your uniform, colonel. 
If it happens again, we’ll have 
to ground you.” 
I know you can t come even 
with the floor even’ time, 
Jack. Just give me a'hand— 
I can climb out.” 
“It’s a shame to send a kid 
like you up in a crate like 
this!” 


i m 
.. 
N \ Am w 
W H A T OUR READERS SAY 


Youth Assisted 
When Needed 
EDITOR, 
Independent-Journal: 
In a moment when help was 
necessary, this young man 
Rocky Stone of the Novato car 
club “The Twisters,” stepped 
forward and offered his serv­ 
ices and his truck for our use. 
None of us knew him per­ 
sonally and it was such a heart 
warming act that I feel the 
public should know of the fine 
spirit our young people repre­ 
sent here in our community. 
Because he left immediate­ 
ly after helping complete our 
move for us, I wish to take 
this opportunity to say “thank 
you” to him and to “T h e 
Twisters.” 
Sure, 
“strangers 
are friends we haven’t met.” 


JANICE R. MAGEE 
San Rafael 


Don't Toss Refuse 
In The Creek 
EDITOR, 
Independent-Journal: 
For some time it has been 
noticeable that the Corte Ma­ 
dera Creek has been careless­ 
ly littered with garbage and 
other wastes of people living 
near or on the creek. Measures 
should be taken to prevent 
this because of the danger of 
breeding germs and mosqui­ 
tos 
which 
would 
readily 
spread disease over quite a 
large area. 
Fish and wildlife also do 
not benefit in any way from 
the 
polluted water of the 
creek, which is supposed to 
be their home. Many times I 
have seen for myself dead 
fish as a result of the thought­ 
less act of polluting their 
home, the creek, with rubbish 
no one but the garbage collec­ 
tor can dispose of. 
It’s hard to think that some 
refuse tossed in here and a 
little there can do harm to the 
health of our friends and fam­ 
ily, but it can, as we all must 
realize. 
So next time instead of 
throwing an unwanted article 
in the creek put it where it 
belongs, in the garbage can. 
Then you will be sure that 
you are not aiding in the 
breeding of disease and the 
killing of helpless fish. 


G. L. ARTOUX 
Kentfield, 


San Rafael Can 
Aid Boaters 
EDITOR, 
Independent-Journal: 
In reference to your edi­ 
torial of Aug. 4. 1960 in the 
Independent-Journal concern­ 
ing the boat nr>d harbor facil­ 
ities in the San Rafael Area. 
One can look at the water­ 
front area and find the harbor 
facilities owmed or operated 
by the City of San Rafael are 
non-existing. It seems that in­ 
terest toward this t y p e of 
sport by the city is a dead is­ 
sue. 
A prime example of this is 
the old San Rafael Yacht Har­ 
bor wrhich was sold and is now 
the Montecito Shopping Cen­ 
ter. The harbor was on a pay­ 


ing basis at the time it was 
sold. Revenue from this har­ 
bor was transfered for use by 
another activity and was to 
be repaid to the Harbor Fund. 
This transfer of funds would 
make it appear the harbor 
was not a paying and self sup­ 
porting activity 
w'hich wras 
not the case. 
What happened to t h i s 
fund? What happened to the 
tax dollars the boat owmers 
pay each year? It certainly is 
not used for the benefit of 
the yachtsmen in the San Ra­ 
fael area. 
We of the San Rafael Yacht 
Club find that we are unable 
to invite other yacht clubs in 
the Bay Area to our city on 
cruises due to the fact there 
are 110 courtesy floats avail­ 
able for their use. This cer­ 
tainly is not a good situation 
for a city tha4 w?ants to be a 
leader. 
It is a known fact that these 
cruises by other than local 
yacht clubs bring to the vari­ 
ous 
cities 
visited 
revenue, 
both for merchants who sell 
supplies and those who sell 
services. 
As an example of a city that 
is trying to help both the lo­ 
cal merchants and the yachts­ 
men, w e look at Petaluma, and 
find this city has applied to, 
and received from the state 
$417.000 for use in building a 
small craft harbor with both 
berths and launching ramp 
for use by its people. It is felt 
that San Rafael could also do 
this. 
Why not use the waterfront 
property near the city cor­ 
poration yard for a harbor 
and launching ramp for small 
craft and outboards? This is 
about the last piece of water­ 
front propertv that is avail­ 
able for this type of usage. 
If the only sport which con­ 
tributes to the city treasury 
through tax dollars and is tax­ 
ed, then it is felt that some­ 
thing should be given in re­ 
turn for there dollars. No 
other sport is taxed, yet these 
various other sports and ac­ 
tivities indirectly are helped 
by tax dollars 
How' about the city helping 
the boat owners for a change. 
The 
recreation 
department 
has been talking about doing 


TRY AN D STOP ME 
BENNETT CERF 


A tadpole paused by the 
side of a pond to pass on a 
word of cheer to two dumb 
little caterpillars. 
One 
day 
soon, he promised them, they 
would turn into beautiful but­ 
terflies. 


After the tadpole had gone 
on his way, one caterpillar 
confessed sadly, “I might have 
believed his fairy tale if he 
hadn't spoiled everything by 
claiming that some day HE 
is going to be a bullfrog!” 


When 
Morey 
Amsterdam 
was but a tot, his mother 
gave him a dime for his piggy- 
bank eveiy time he’d take his 
cod-liver oil without holler­ 
ing. Then when the piggy- 
bank got full she’d break it 
open and use the money to 
buy more eod-liver oil. 


Overheard 
on 
the short­ 
wave radio: “Police car 309! 
Police 
car 
309! 
Wake 
up! 
Somebody is stealing your ra­ 
diator cap!” 


REPORTER'S 
NOTEBOOK 


By CARLETON WILLIAMS 


In Yosemite Park You Won't Be 


Last Family On Earth— Or Even Close 


something about boating fa­ 
cilities. Let’s stop talking and 
submit a concrete plan of ac­ 
tion. 
C. W. RUTLAND 
San Rafael 


Mass Transit Is 
Traffic Need 
EDITOR, 
Independent-Journal: 
A recent trip to the border 
through 
the 
Never - Never 
Land of the South pointed up 
the fact that bumper-to-bump- 
er traffic is not confined to 
Bayshore, Nimitz, or our por­ 
tion of the Redwood Highway. 
Driving comfortable in the 
direction opposite to that of 
the commuter flood, one gets 
to see the cause of the prob­ 
lem of high saturation — the 
one-man-to-a-car habit. In one 
automobile out of a hundred 
there may be two people, and 
in possibly only one out of five 
hundred as many as four or 
five. 
Additional 
billion 
dollar 
highways are not the answer. 
The Disneyland monorail 
seems to point the solution 
inasmuch as its type of trains 
are off the ground and pro­ 
vide express service to groups 
who gather at equally spaced 
parking centers. 
What’s holding up construc­ 
tion of such a facility? Next 
year costs may be higher. 
F. P. SHERRY 
San Rafael. 


(NOTE: Bay Area Rapid 
Transit District says each 
year’s delay in construction 
of an area-wide system adds 
25 million dollars to its cost. 


Many People 
Do Not Like l-J 
EDITOR, 
Independent-Journal: 
We are also among the 
many of the people who do 
not like the l-J. 
Mr. Ken Howie of Corte 
Madera has very aptly ex­ 
pressed most of our senti­ 
ments regarding your news­ 
paper. 
EDNA DRULEY 
HENRY DRULEY 
Larkspur 


Over a period of several 
million >ears, the combined 
efforts of rivers, earthquakes, 
glaciers and building contract­ 
ors have carved out the Yose­ 
mite Valley, one of the most 
thickly-populated tourist traps 
this side of Las Vegas. 
Not having the necessary 
ready to sustain life in the 
fleshpots of Nevada, my wife, 
son, daughter, a teenage guest 
and I spent two weeks at 
Yosemitc's Camp 14, located 
roughly 20 yards from a water 
faucet and a stone’s throw 
from the rest rooms, courtesy 
of the U. S. Dept, of the In­ 
terior's Park Ranger Service. 
Wre were not the last family 
on earth. 


ACCORDING TO PARK of­ 
ficials’ 
estimates, 
1.350,000 
visitors, give or take a few, 
are expected in the park by 
the end of 1960. All but 34 
of them were there with us. 
By the light of the almost 
full moon and the flickering 
of their campfires, their sur­ 
vival camps could be seen 
ranging from the Ahwahnee 
Hotel, through the tent cities 
among the pines, to the house­ 
keeping 
cottages 
at 
Camp 
C u r r y and the Yosemite 
Lodge. All appeared well fed, 
especially those seen emerg­ 
ing 
from 
t h e 
Ahwahnee 
(American plan, $26 a day, 
private balcony extra). 


FOR THE MOST part, we 
found the natives friendly. 
There was Mike, for exam­ 
ple, a University of San Fran­ 
cisco student nowr 
summer 
bartender at the Tent Room 
cocktail lounge of Yosemite 
Lodge. He can hold his own 
with any mixologist in Marin. 
And Toni, a ravishing wait­ 
ress at Degnan’s 
restaurant 
(moderate prices, come as you 
are), a talented girl who can 
carry 
two 
daiquiris in her 
purse and who performs a 
fascinating dance, for which 
she hates herself the next 
morning. 
As a matter of fact, the only 
decidedly unpleasant resident 
we ran across was a brown 
bear, roughly the size of a 
Kansas City steer, who, after 
a nocturnal 
visit, 
left our 
camp looking like Troy the 


morning after they wheeled in 
the wooden horse. 
The younger set of natives, 
according to our teenagers, 
w'ere 
exceedingly 
friendly. 
They could be seen gathering 
each 
day at the 
swimming 
holes and beaches along the 
creek, 
pedaling 
in 
pairs 
through the woods on rented 
bicycles, 
and 
tripping 
the 
light fantastic, cheek to cheek, 
until 11 o’clock each evening 
in the Camp Curry ballroom. 


PREPARING 
FOR 
these 
dances took 
much 
of our 
families strength. There was 
hair to be put in pin-curls in 
the early afternoon, nails to 
be polished in the late after­ 
noon and lipstick to be ap­ 
plied in the early evening. 
Meanwhile mother, clad in 
her hiking boots and laden 
with her rucksack filled with 
nylons, underthings and frilly 
blouses, made the long cross­ 
country trek to the self-serv­ 
ice laundry and i r o n i n g 
boards, for rent (with irons) at 
50 cents per hour. 
(Hurry, 
Mommy. I haven't a THING to 
wear.”) 
Surrounded as we were by 
the sheer walls of the Valley 
and the majestic peaks of Half 
Dome, El Capitan. 
Sentinel 
Dome and “The Three Broth­ 
ers, radio reception was next 
to nil, mercifully shutting out 
the strains of Frankie Avalon, 
Fabian and Bobby Darin. 


IN VIEW OF THIS phenom­ 
enon, it was with some sur­ 
prise that one morning I de­ 
tected the voice 
of KTIM s 
Bill 
Thompson 
coming 
in 
loud and clear. 
Thinking at first the clar­ 
ity of reception was due to the 
new location of KTIM’s trans­ 
mitter, it was with some cha­ 
grin that I realized the fault­ 
less hi-fi was 
only because 
Bill was sitting next to me at 
the corner of the Village Cof­ 
fee Shop. 
For all the park’s breath­ 
taking 
beauty, 
however, 
I 
wouldn’t trade all of it for my 
Corte 
Madera 
hovel in the 
shadow of Mount Tamalpais, 
surrounded as it is by Marin 
Joe's Pinky’s Pizza Parlor and 
Pub, the Blue Rock and the 
Edgew'ater Inn. 


ROSCOE DRUMMOND 


Desegregation Gains Being Made 


By Cooperation, Not Conferences 


WASHINGTON — The re- 
cent 
desegregation 
of 
the 
lunch counters of the major 
varicty-store 
chains 
in 
69 
Southern communities, which 
Atty. Gen. William Rogers has 
helped 10 bring about, shows 
what needs to be done in or­ 
der to move. 
This achievement did not 
come about by accident. It 
wasn't achieved by the ora­ 
tory at the Democratic and 
Republican conventions. 
The initiative which the at­ 
torney general recently took 
demonstrates that three fac­ 
tors must be operating almost 
simultaneously if steady head­ 
way is to be made. 


1—NEGRO LEADERS and 
Negro caizens must continue 
to press their own cause for 
just t r e a t m e n t patiently, 
steadily, and firmly. 
2—There must be active in­ 
ter-racial community organi­ 
zations working to promote 
better race relations. 
3—The power of the fed­ 
eral government needs to be 
quietly 
but clearly visible. 
Initiative must operate at the 
right time without publicity. 
All 
of 
these 
ingredients 
were present in this latest and 
noteworthy progress toward 
lunch-counter 
desegregation. 
They suggest a pattern that 
can bring still larger results. 


THE KEY TO progress is 
not to call big national con­ 
ferences for big talk or to 
create big-name White House 
committees — which w'ould 
have the effect of solidifying 
differences of opinion instead 
of helping to resolve them. 
The key to progress is to 
use the federal initiative to 
bring together informally and 
inconspicuously r e p r e senta- 
tive groups which 
have 
a 
stake in solving the problem 
and the power of decision. 
This was what Rogers did 
in summoning the officials of 


the major variety-store chains 
to consider further desegre­ 
gation 
of 
eating 
facilities. 
Their objective was not pri­ 
marily to deal with the social 
tensions which had resulted 
from 
prior 
demonstrations 
and sit-ins. In more than 70 
per cent of the 69 communi­ 
ties whe^o desegregation w?as 
brought about, action was tak­ 
en wathout any demonstra­ 
tions. In light of this fact the 
attorney general can say: 


IT IS SIGNIFICANT t h a t 
where responsible local offi­ 
cials take the first steps, the 
necessary transition to deseg­ 
regation of eating facilities 
can be accomplished without 
disruptions and loss of busi­ 
ness. It is to be hoped that 
responsible leaders in other 
communities will initiate simi­ 
lar programs.” 
These conclusions are now 
justified by events: 
Peaceful sit-in demonstra­ 
tions are a potent economic 
weapon. Loss of business in 
the variety stores 
affected 
ranged from 15 to 65 per cent. 
No store in the South that 
has opened its lunch counters 
to Negroes has reported any 
loss of business. More often 
an increase in business has 
resulted 
White customers have ob­ 
served the change to desegre­ 
gation calmly for the most 
part and without a break in 
their shopping routine. 
The judgment of the South­ 
ern Regional Council is that 
the communities which have 
solved this social problem or 
made a promising start to­ 
ward solution have been able 
to do so because “in each 
there have been men and w;o- 
men, white and Negro, who 
have be^ri deeply interested 
in the welfare and peace of 
the community and willing to 
wrork for a just solution to 
Negro aspirations.” 


Developers W ill Provide 


Larger Sewerage Plant 


An old agreement between 
the now bankrupt Stegge De­ 
velopment 
Co. 
and 
McNear 
Co. was hurled at the San Ra­ 
fael Sanitation District Com­ 
mission yesterday. 
It means the new developers 
of Marin Bay will have to en­ 
large a proposed s e w e r a g e 
treatment plant for a future 
population 
of 
1.000 persons 
outside the subdivision. 
The estimated cost: About 
$5.000. 
The agreement, which was 
previously unknown to city of­ 
ficials, provided that 1.000 con­ 
nections would be built for the 
area southeast of the Latipac- 
Perini development. 
In view of the change, the 
commissioners directed Norris 
Rawles, San Rafael director of 
public works, to notify Latipac- 
Perini, Inc., that it will be re- 


Escapees Caught 


San Quentin convict Joseph 
Polanco, 33, who escaped July 
16 from a conservation camp 
in Siskiyou County, was arrest­ 
ed yesterday in Los Angeles 
on a narcotics charge, Associate 
Warden 
Dale 
B. 
Frady 
re­ 
ported. 


quired to build a plant capable 
of serving 17.000 persons. 
Original plans called for a 
plant to serve 16,000 persons, 
which would cost an estimated 
$765.000. 
City Engineer 
Dominic J. 
Selmi is to determine if 16.000 
capacity is adequate for the 
Latipac development and re­ 
port back at the commission’s 
next meeting set for 9:30 a m. 
Sept. 1. 


Legal Notices 
Legal Notices 
Legal Notices 


EARL W. HOMAN. Deceased. 
No. 13529. 
DEPT. No. 2. 


_ McFarland A Ferdon, Atty». 
NOTICE OF I'ROBOF 
Hm. —f 
IN THE SUPERIOR COURT OF 
w n w R «J T L S a n ™ 
I THE STATE OF CAT TFORNIA. IN 
l i 
AN1) lXDR THE COUNTY 
OF 
i teis iestamentAry. 
;*» artm 
! 
NOTICF IS HEREBY OIVEN | 
13^30 
In the Matter of the Estate of 
i n 
h r i ' 
; 
n JA M K 
D - 
McCL.El.LAND. 
de­ 
ceased 
and lor the issuance lo 
n i.D i MTrp u d a n ew » t** u n m iv ! " 'UUI 
BERENICE BRADSHAW HOMAN 
; of letters testamentary thereon has 
, been filed in this Court, and that 
! Mondav. the 29th dav of Aucust. 
: A .D . 1960. at 10 o’clock A M 
Of 
said day at the courtroom of said 


Notice of time set for proving 
Will, etc., and Application for Let­ 
ters Testamentary 
NOTICE 
IK HEREBY OIVEN 
that a petition for the probate of 
UN n T ‘ »7 
u i.“ c™rt' lh* 
“ Il! 
J»'"«» D McClelland. 
u “ 1*1 m ^h. r i t v ’df J » b , , i deceased and lor the 
issuance to 
House, in the City of San Rafael. Michael J 
Mef'lplland nf 
has been set for the hearing of said : testamentary 
thereon 
has 
been 
pciition, uhf'n ftnd w 
filed hi this C ui t. and that Mon- 
. on in ter Co ted may 
appear 
and dav. the 22nd dav of August A.D. 
contest the same, and show cause. 1960 a{ 10 ()*dark AM 
oi sald dHV< 
if any they have, why 
said petiUon ilt {h(, (aurtroom oi 
RaKl Court, 
should not be granted 
Re for to 1> pl. 
8t Uie Court House, in the 
n Aft ♦ t 
♦ »•*. 
** f h At* 
»•* t/di I n *•»» 
_ 
_______ 


Legal Notices 


Duffy Walton & DeDobbeleer. 
A ttys. 


NOTICE TO CREDITORS 
In the Matter of the Estate of 
LINCOLN HERBERT MUNSON 
also known as LINCOLN H, MUN­ 
SON. Deceased. 
No. 13608. 
NOTICE is hereby given by the 
Undersigned W. ROSS ILLING­ 
WORTH. Executor under the Last 
Will and Testament; of the above 
named deceased, to the creditors of 
and 
all 
persons 
having 
claims 
against the said decedent, to file 
them, with the neces.sarv vouchers 
within six months, after the first 
publication of this notice, in the 
office of the clerk of the Superior 
Court of the State of California in 
and for the Countv of Marin, or to 
present them with the necessary 
vouchers, within six months after 
the first publication of this notice 
to the said W. Ross Illingworth at 
Duffy, Walton & DeDobbeleer. 1010 
B Street, San Rafael. California 
the same being his place of b u si-. 
ness in all matters connected with 
the estate of above named de- 1 
ceased. 
Dated August 8. 1960. 
W. Ross Illingworth, Executor 
under the Last Will and Testa­ 
m ent of the above named de­ 
ceased. 
DUFFY. 
WALTON 
& 
DeDOB- 
BELEER, 1010 B Street. 
San Rafael, California, 
Attorneys for Executor 
GEO. S. JONES. County Clerk 
No. 892—Aug. 12, 19, 26. Sept. 2. 
1960. 


Group Forms 
To Support 
Novato Bonds 


A citizens’ committee aiming 
for voter approval of a bond 
issue, state loan and continued 
present tax rate for the No­ 
vato 
Unified 
School 
district 
was formed last night at a 
meeting which about 35 per­ 
sons attended. 
Don Swan, Novato real es­ 
tate agent, was named chair­ 
man of the committee which 
will meet each Thursday night 
to formulate plans for getting 
out a favorable vote for the 
Oct. 4 election. 
A proposed $1,500,000 bond 
issue, $2,500.000 state loan and 
continued $3.23 operational tax 
rate will be up for voter ap­ 
proval. The bonds and loan 
would be used for school con­ 
struction to house an estimat­ 
ed 2,078 student growth by 
1966. Student population this 
year in kindergarten through 
high school classes, will be 
3.706. Kindergarten classes will 
have triple sessions, instead of 
the normal two a day. 
Other members of the com­ 
mittee are Ruben Kaehler, fi­ 
nances; Mrs. 
Stephen Craig, 
secretary; James Picchi, treas­ 
urer; George Barnwell, public | 
relations. 
The 
group’s 
first j 
meeting will be at 8 p.m. next! 
Thursday at the Marion School. 


Legal Notices_____ 


Marshall E. Leahy. 
John F. O’Dea, Attys. 


Petition for further particulars. 
GEO. S. JONES, Clerk. 
Bv A M Nathans*», 
Deputy Clerk. 
MARSHALL E LEAHY-JOHN F 
ODEA. Attorneys for Petitioner 
1258 Russ Bldg , 
I 
San Francisco 4. California 
■FILED Auv 10, 1960 
GEO S. JONES. County Clerk. 
Bv M. Nathanson, Deputv. 
No. 895—Aug. 12, 15. 19. 1960. 


Bruce B. Bales, Atty. 


CITATION 
In the Superior Court of the 


City of San Rafael, ha,« been set 
for hearing of said petition, when 
and where am person interested 
may appear and contest the same, 
and show cause if any thev have, 
‘ why .«aid petition should not be 
granted. Refer to petition for fur­ 
ther particulars. 
GEO. S. Jones. Clerk 
By Geo. Gnoss, Deput v Clerk 


j M( FAR LAND & FERDON. 
Attorneys for Petitioner. 
155 Montgomery St., 
San Francisco. Calif. 
FILED Aug 11. I960. 
GEO. S JONES. Countv Clerk. 
Bv Geo. Gnoss. Deputy 
State of California in and for the No 89(> 
AuR- l2, 15- 19, 19h0- 
County of Marin. 
In the Matter of the Adoption 
ot STEVEN EDWARD HARDING. 
VIRGINIA I,EE HARDING and 
SUSAN MARIE HARDING, Minors 
No. 32272 
The People of the State of Cali­ 
fornia: 
TO WILLIAM ALLEN HARD­ 
ING Greeting 
BY ORDER OF THIS COURT, 
ycu are hereby cited and required 
to appear before Department I of 
this Court, at 
the Court Room 
thereof, at the City of San R a­ 
fael, in the County of Marin on 
Tuesday, the 13!h day of Septem ­ 
ber. I960 at 9:30 o’clock In the 
forenoon of that day. then and 
there to show cause, if any you 
have, why your minor children, 
STEVEN 
EDWARD 
HARDING 
VIRGINIA LEE HARDING and 


Vallarino At Wolters, Attys 
NOTICE OF PROBATE 
IN THE SUPERIOR COURT OF 
THE STATE OF CALIFORNIA. IN 
AND 
1X9R 
THE 
COUNTY 
OF 
MARIN. 
No. 13639. 
In the Matter of the Estate of 
PETER PASTORINO. Deceased. 
Notice of time set for proving 
Will, etc., and Application for Let­ 
ters Testamentary. 
NOTICE IS HEREBY GIVEN 
that a petition for the probate of 
the v. ill of PETER PASTORINO. 
deceased and for the issuance to 
BANK OF AMERICA. NT&SA of 
letters testamentary thereon ha« 
been filed in this court, and that 
Monday, the 29th dav of Aucust. 
A.D, 1960 at 10 o’clock A.M. of 
said dav. at the courtroom of said 
Court Dept. II at the Court House 
SUSAN MARIE HARDING should in the City of San Rafael, has been 
rot be adopted bv their stepfather. 
FRANCIS LESTER MURRAY, as 
requested in the petition for adop- 


set for hearing of said petition, 
when and where any person inter­ 
ested mav appear and contest the 
tion on file herein, to which refer- same alui show cause, if anv thev 
once is made for further particu- | have, whv said petition should not 
be granted. Refer to petition for 
further particulars. 
GEO. S. JONES. Clerk. 
By Jos. Henneberry, 
Deputy Clerk 
< SEAL • 
VALLARINO A WOLTERS. 
Attorneys for Petitioner. 
FILED Aug. 16. 1960 
GEO S. JONES. 
By Jos. Henneberry, Deput v Clerk 


luWITNESS, the HON. JORDAN 
L 
MARTINELLI, judge of 
the 
Superior Court of the County of 
Marin, with the Seal of said Court 
alfixed, this 3rd day of August, 
1960. 
i SEA Id 
ATTEST: 
GEO. S. JONES. Clerk. 
By s ROY B MOODY. JR.. 
No. 891 Aug. 12, 19, 26. Sept. 2, 1960 No. 910—Aug. 17, 19. 24. 1960. 


NOTICE OF PROBATE 
STATE OF CALIFORNIA, ss 
Conn tv of Marin 
IN THE SUPERIOR COURT OF 
THE STATE OF CALIFORNIA. IN 
AND 
FOR 
THE 
COUNTY 
OF 
MARIN. 
In the Matter of the Estate of ' 


$1709.50 


Plus Tax and License 


Gray 
Weatherford 


MILL VALLEY 
VOLKSWAGEN 
18 E, Blithedole 
DU 8-5192 
koger 
Haskell 


Howard K. Morehouse and 
Samuel W. Gardiner, Attys. 


N O T I C E OF P R O B A T E 
In the Superior Court of the 
State of California, in and for the 
County oi Marin. 
In the» Matter of the Estate of 
GUY A CIOCCA. also known a.s 
GUY CIOCCA, Deceased. 
No. 13644. 
Dept 2. 
Notice of Tune Set for Proving 
Holographic Will, etc . and Appli­ 
cation for Letters Testamentary 
and for Authority to Operate De­ 
cedent s Business and to Establish 
the Fact of Death and to Termi­ 
nate Joint Tenancy. 
NOTICE 
IS HEREBY GIVEN 
that a petition for the probate ot 
the 
holograph 
will of OUY 
A 
CIOCCA, 
»ho 
known 
as 
GUY 
CIOCCA, deceased, and for the 
issuance to EDITH CIOCCA Ot 
letters testamentary thereon, and 
loi authority to operate decedent's 
business and to establish t ic fact 
of death and to terminate Joint 
tenancy, has been filed in this 
Court, and 
fh.it 
MONDAY, the 
29th day of August, I960 at 10 
oclock AM 
of said day at. the 
courtroom of said Dept 
2 at the 
Court House, In the City of San 
Rafael, has been set for hearing of 
sj,id petition, when and uhere any 
person interested may appear and 
contest the same, and show cause, 
«f any they have, why said petition 
should not be granted. Refer to 
petition for further particulars. 
GEO. S 
JONES, Clerk 
By J. F. MUSSKR, JR . 
Depu»v Clerk 
HOWARD K MOREHOUSE 
Ai SAMUEL W. GARDINER 
Attorneys for Petitioner 
Cheda Building. 
San Rafael. California. 
FILED: Auc 
17. 1950, 
GEO. S. JONES. Coutity Clerk 
Bv J. F. MUSSER, JR., Deputy. 
No. 916 Aug. 19. 22. 26, 1960 


Heller. Ehrmnn, White 
McAullffc, Attys. 


lagql Nofric*« 


W a r is Declared! 
San Rafael Nursery Declares 
WAR ON WEEDS 


BLASTING STARTS 
10 a.m. Saturday, Äug. 20 


Gangway For A Greener Lawn! 


« M 
i i n n t e s s ^ x 


W hen they break camp, nothing will stand between 


TURF BUILDER" andthegreener,healthierlaw nthcy 
want. Ju st fill the accurate Scotts Spreader, set the 
dial —and walk! Non-burning TURF BUILDER (4.75) 
helps grass build the protein it needs 
for good looks. You can seed the same 
day! FAM ILY# seed gives you a hardy, 
handsome lawn. Now clear the way! 


The new Scotts Lawn Program Guide 
t d l s you how to get a better lau n ^ 
this very fall. It’s free. Ask us for it. 


Save $5.00! Scotts Spreader (16.95) 
plus Scotts Seed (4.75), both only 16.70 


A representative of the O. N. 


Scott & Sons Co., Eugene Bur­ 


ger will be at the local defense 


center (San Rafael Nu rs e ry ) 


from 10 a.m. to 2 p.m. Saturday, 


August 20 to identify a n y of 


the enemy you will bring in - 


and the San Rafael Nursery will 


supply you the ammunition to 


combat them. Mr. Burger will 


also advise you on your lawn 


program for the coming year. 


San Rafael 
NURSERY 


1580 Lincoln Ave. 
GL 3-3977 


OPEN SEVEN DAYS A V/EEK 


SIM M ONS 
In the Superior Court of the 
State of California In and for the 
Countv of Marin 
MARCiELLA L. DUNFORD, 
Plaintiff 
vs. 
CHAUNCE L. DUNFORD. 
I )efendant, 
A (tion brought in the Superior 
Court in and for the County of 
Mcrin, State of California, and the 
Complaint filed In the office of the 
Clerk of said County. 
HELLER, ERHMAN. 
WHITE A McAULIFFE 
P laintiff’s Attorneys. 
No. 32112 
THE PEOPLE OF THE STATE 
OF CALIFORNIA SEND GREET­ 
ING TO CHAUNCE L. DUNFORD 
You are herebv directed to ap­ 
pear and answer the complaint 
filed In the County of Marin in 
an action entitled as above, brought 
against you in the Superior Court 
cr the State of California, in and 
for Ihe County of Marin, within 
ten days after the service on you 
oi this summons 
it served within 
said County, or within thirty days 
li served elsewhere. 
You arc: hereby notified that un­ 
less you appear and answer as 
above required, the said plaintiff 
will take judgment for any money 
or damages demanded in the com­ 
plaint a.s arising upon contract, or 
will apply to the Court for any 
or damages demanded in the com­ 
plaint. 
WITNESS MY HAND AND 'HIE 
SEAL OF THE SUPERIOR COURT 
OF 'THE STATE OF CALIFOR­ 
NIA, IN AND FOR THE COUNTY 
OF MARIN, this 15th day of Feb­ 
ruary, 1960. 
(SEAL) 
GEO. S JONES. County Clerk 
By D. T. CLEVELAND. 
Deputy Clerk. 
No. 894 Aug. 12. 19 26, Sept. 2. 1960 


CERTIFICATE OF INDIVIDUAL 
DOING BUSINESS UNDER 
FICTITIOUS NAME 
No. 2735 
KNOW ALL MEN BY THESE 
PRESENTS: 
I, 
the 
undersigned, 
ROBERT 
LYLE PHINNEY, do hereby cer­ 
tify: 
That my name in full is ROB­ 
ERT LYLE PHINNEY and that my 
place of residence is 5 Walter PI., 
Son Rafael, Calif.; 
That I am transacting business 
in the S; ate of California under 
the fictitious name and style of 
MARIN A U T O M A T IC TRANS­ 
MISSION SERVICE; that I am 
the sole owner and proprietor of 
said business; that the place where 
said business is carried on and my 
principal place of business under 
said name is situated at 345 FYan- 
cisco Blvd., San Rafael, Calif. 
IN WITNESS WHEREOF I have 
hereunto set my hand this 8th day 
of August. 1960. 
. s/ ROBERT LYLE PHINNEY 
STATE OF CALIFORNIA, 
County of Marin- ss. 
On this 8th day of August, in 
■ the year one thousand nine hun- 
I dred 
and 
sixty, 
before 
me, 
A. 
Lerch. a Notary Public in and for 
the said County of Marin, State of 
California, residing therein, duly 
commissioned and sworn, personal­ 
ly 
appeared 
R O B E R T 
LYLE 
I PHINNEY, known to me to be the 
person whose name is subscribed 
to the within instrument, and ac- 
j knowledged to me that he executed 
1 the same. 
IN WITNESS WHEREOF I have 
hereunto set my hand and affixed 
my official seal In the said County 
of Marin, the day and year in this 
certificate first above written. 
(SEAL» 
s/ A LERCH 
Notary Public in and for the 
said County of Marin, State 
of California. 
FTLED 
Aug 9, I960. 
GEO. S. JONES, County Clerk 
By J. F. MUSSER. JR , Deputy 
No. 918 Aug. 19, 26, Sept. 2, 9, I960 


Francis J. Kelly, Atty. 


SIMMONS 
In the Superior Court of the 
j State of California, in and for the 
Countv of M arin. 
MARTON A. KELLY, Plaintiff, 
vs 
NORTHW ESTERN 
REALTY 
COMPANY, ALSO ALL OTHER 
PERSONS UNKNOWN, claim ing 
■ anv right, title, estate, lien or in- 
! terest in the real property describ­ 
ed in the com plaint adverse to 
plaintiff's ownership, or any cloud 
upon p la in tiff’s title thereto. D e­ 
fendants. 
No. 32922. 
Dept. No. 2. 
TH E PEOPLE OF TH E STATE 
, OF CALIFORNIA TO DEFEND­ 
ANTS NORTHW ESTERN REAL­ 
TY 
COMPANY 
AND 
TO 
ALL 
OTHER 
PERSONS 
UNKNOWN, 
CLAIM ING ANY RIG H T. TITLE. 
ESTATE, LIEN. OR IN TER EST IN 
TH E 
REAL 
PROPERTY 
DE­ 
SCRIBED IN THE COMPLAINT 
I A D V E R S E 
TO 
PLA IN TIFF’S 
OWNERSHIP. OR ANY CLOUD 
UPON 
PL AI NTTFF’S 
T I T L E 
THERETO, G REETIN G : 
You are hereby directed to ap­ 
pear and answer the complaint in 
an 
action 
entitled 
as 
above, 
brought against you in the Super - 
! ior Court of the County of Marin, 
State of 
California, within 
ten 
days after service on you of this 
summons, if served on you within 
«aid county, or within t’ irty days, 
if served elsewhere. 
T liis action is brought to de­ 
termine the adverse claims to and 
clouds upon the title to the real 


property described in the complaint 
herein, and hereinafter described, 
bv the «said plaintiff, who claim» 
that by himself or bv himself and 
his predecessors in interest he has 
been in the actual, exclusive, and 
adverse possession of such prop­ 
erty continuously for twenty year» 
prior to the filing of the said com­ 
plaint, clnlining to own the same 
in fee against trie whole world and 
to have paid all taxes of ever.v kind 
levied or aase.ssed against the said 
property during the period of five 
years continuously next preceding 
the filing of said complaint, and 
which «aid real property Is situated 
In M ann County, State of Califor­ 
nia, and described as follow s: 
LOT 9 in Block 1 of Marin 
Heights. Subdivision "A", as the 
.«anus i* shown on that certain 
map entitled 
“Map of 
Marin 
Heights. 
Sulxiivislon 
’A’ ’’, 
on 
file in the office of the Countv 
Recorder of Mm in. sta te of Cali- 
tornm, In Book 4 of Map«, at 
page 11. 
And you arc herebv notified that 
unless you appear and answer n* 
above required, the said plaintiff 
will apply to the Omit, for th* re 
lief demanded in the complaint 
Given under ray hand and the 
.«col of the Superior Court of the 
County of Marin, State of Califor­ 
nia, thus 18th day of Aug., 1960 
g e o . s J o n e s , countv Clerk 
By H F Huegelin. 
Deputy Clerk 
FRANCIS J KELLY 
Attorney at Law 
5012 Mission SUcct 
San Francisco 12, California 
JUniper 5-2122 
Attorney for Plaintiff 
No 
917 
Aug. 19, 26, Hept. 2, 9. 
1960 


c e r t if ic a t e OF in d iv id u a l 
TRANSACTING BUSINESS 
UNDER A III m i O I S NAME 
No 2731 
Know’ All Men By These Present*: 
That 1. undersigrud, DEAN C. 
BOYD do hereby certify: 
That, my name in full is Dean 
Christian Boyd and that my place 
of residence is 1671 - 471 h Avenue. 
San Franeisoo, California 
That I am transacting business 
In tile State of California under 
the fictitious name and style of 
MED-ACCOUNT-CO. and that I 
am the sole owner and proprietor 
ot said business; that the principal 
place of business is 3030 Bridge­ 
way, Sausalito, California, Room 
215 in the City of Sausalito, Coun­ 
ty of Marin, State of California. 
In 
Witness 
Whereof, 
I 
have 
hereunto set my hand this 27th 
day of Julv, I960. 
is! DEAN C. BOYD 
State of California, 
> 
) a.v 
County of Marin 
> 
On the 27th day of July in the 
year one thousand nine hundred 
end sixty, before me Kathleen Mo- 
Climent a Notary Public in and 
for the City of San Rafael, County 
of Marin, State of California, per­ 
sonally appeared Dean C. Boyd 
known to me to be the person 
whose name is subscribed to the 
within instrument, and he duly 
acknowledged to me that he ex­ 
ecuted same 
In Witness Whereof, I have here­ 
unto set my hand and affixed my 
Official seal at my office In the 
City of San Rafael, County of Ma­ 
rin, the day and year in this cer­ 
tificate first above written. 
(SEAL) 
s' Kathleen M cdlm ent 
Notary Public in and for the 
County of Marin, State of 
California. 
My commission expires 
March 18, 1961. 
Filed July 27. I960 
Geo. S. Jones. County Clerk 
By Roy B. Moody, Jr., Deputy 
No. 832 July 29, Aug. 5, 12, 19, 1960 


ORDER TO SHOW CAUSE ON 
APPLICATION FOR CHANGE 
OF NAME 
In the Superior Court 
of the 
State of Caliiorma in Rnd for the 
Ccuntv of Marin, 
In the Matter of the Application 
of CARY COTTON, a Minor, by 
TERESA ELIZABETH CO'rTON, 
His Mother. 
No. 32872 
Dept. No. 3 
WHEREAS, CARY COTTON, a 
minor, by TERESA ELIZABETH 
COTrON. his mother, has filed his 
petition with the Clerk of this 
Court for permission to change his 
name from CARY COTTON to 
CAMERON ROGER COTTON; 
N O W , T H E R E F O R E , IT IS 
HEREBY ORDER ED that ail per­ 
sons 
interested 
in 
the 
matter 
aforesaid 
appear at Department 
No. 3 of the .said Superior Court, 
at the Courthouse. City of San R a­ 
fael, County of Marin, State of 
California, on the 6th day of Sep­ 
tember, I960, at the hour of 2:00 
o clock P.M. of said day, and then 
and there to show cause, if any 
they may have, why said applica­ 
tion for change of name should 
rot be granted 
IT 
IS 
FURTHER 
ORDERED 
that a ropy of this Order to Show 
Cause be published in the Inde­ 
pendent-Journal, a newspaper of 
general circulation, published in 
the City of San Rafael, County of 
Marin, State of California, for four 
*4) successive weeks next preced­ 
ing the date set for hearing there­ 
of. 
Dated: This 10th day of August, 
1960. 
THOMAS F. KEATING 
Judge of the Superior Court. 
FILED Aug. 10, 1960 
GEO. S. JONES, County Clerk 
By H. HUDSON, Deputy. 
No. 893 Aug. 12, 19, 26, Sept. 2, 1960 


3lnftr|Trnfrnit-3fmmtaIt Friday, August 19t I960 


Legal Noticts 


Lawrence E. Wright, Atty, 


NOTICE OF TRUSTEES SALE 
NOTICE IS HEREBY GIVEN 
that on Wednesday, the Seventh 
day of September, i960, at the hour 
of 2:00 O ’clock P.M. at the South 
itont center door of the Marin 
County Court House in the City of 
San Rafael, Mann County, Califor­ 
nia. EARLE M. YOUNG and A. 
VON ROTZ, as Trustees, will sell at 
public auction to the highest bid­ 
der, for cash in lawful money of 
fi}e 
States, all payable at 
the time of sale, the following de- 
6ci ibed real property situate in the 
Town of I to s. County of Marin. 
State of California, that is: 
PORTION of Lot “Q” as shown 
°n that certain 
raao 
entitled 
“Plat of Lots in «San Anselmo 
Valley, Marin County” as filed in 
the office of the County Recorder 
of Marin County. State of Cali­ 
fornia, uescribed aa follows: 
BEGINNING at a point on the 
Easterly boundary line of that 
certain tract of land conveyed by 
Ella D. Cantelow to Harold O. 
Mart insen, et ux, bv deed record­ 
ed July 31. 1944. in Liber 466 of 
Official Records at page 268, 
Marin County Records, distant 
on said Easterly line South 0° 54' 
West 371 45 feet from its inter­ 
section with the Southerly line 
of Lagunitas Road; and running 
thence South 0® 54' W est 562 06 
feet; thence North 76° 15' 40" 
W est 79.52 feet to the Westerly 
line of said M artinsen Tract; 
thence along said Westerly line 
North 0' 
54' Bast 562.06' feet; 
thence South 76° 15' 30" East 
79.52 feet to the point of begin­ 
ning. 
SUBJECT TO AND TOGETH­ 
ER WITH an easem ent for road­ 
way and utility purposes over a 
stnp of land 12 feet In width, 
lying along and adjacent to the 
Easterly side of the following de­ 
scribed line: 
BEGINNING at th* Southwest 


corner of the above - described 
tract, of land and running thenre 
North 0° 54' East 566 04 feet; 
thence North 22 
58' Fast 39 92 
feet, thenre North 2P 10' West 
39 92 feet: thence North o 
54' 
East 280 feet to IjOgunitiìs Road. 
«Said «ale will be made without 
covenant or warranty regarding 
tifle, possession or encumbrance», 
to «at.lsfv the obligations secured 
by and pursuant to the power of 
I ale confined in a certain Deed 
of Trust executed by C SUMNER 
ORR and ETHEL E ORB. his wife, 
n« trustors, to EARLE M YOUNG 
! end A. VON R oTZ a« Trustee.« for 
Ihe benefit and security of BOSS 
VALLEY SAVINGS AND LOAN 
ASSOCIATION, a corporation, as 
beneficiary, which said Deed of 
Trust was and Is dated December 
12, 1955, and was recorded on D e­ 
ci mber 19. 1955. In the Office of 
th e County R ecorder of the County 
of M arin, S tate of California, in 
Book 994 of the Official Records 
a. page 579. 
DATED: Julv 29 1960. 
/» / A, von Rot* 
/» / Earle M. Young 
TRUSTEE.« 
No. 868—Aug. 5. 12, 1». 26, I960. 


Bagshaw. Schaal, Martinelli 
«V Welssich Attys. 


CERTIFICATI o i GENERAL 
PARTNERSHIP DOING 
BUSINESS UNDER 
, FICTITIOUS NAM* 
No. 2737 
We, the under signed, do hereby 
certify that we are partners trans­ 
acting buslne ss in the County of 
Marin. State of California, under 
the firm naipe and style of 
SKY VIEW HEIGHTS 
COMPANY" 
That the principal olfice for Ihe 
conduct of business of the said 
limited partnership 1« located at 
No. .5 Vivian Way, Ban Rafael, 
California. 
That the ñames in full of nil the 
partners and their respectlfl piares 
of residence are a« follow«: 
WILLIAM II GRACE, 
GlenwOOd Avenue. 
Row, California : 
DOUGLAS M. CHRISTENSEN, 
520 Woodland Ave , 
Knptfleld, Calif. 
IN 
WITNESS 
WHEREOF 
we 
have hereunto set our hands this 
5th dav of August. 1960 
:h 
WILLIAM II GRACE 
h/ DOUGLAS M CHRISTENSEN 
STATE OF CALIFORNIA, 
CITY AND COUNTY 
OF SAN FRANCISCO as. 
Oti this 5th day of August in 1he 
year one Uiousand nine hundred 
end Sixty before me, Marion M, 
Gorman, a Notary Public in and 
for the City and County of San 
Francisco, State of California, re­ 
siding therein, dulv commissioned 
end 
sworn, personally 
appeared 
WILLIAM H. GRACE, known to 
me to be the person whose name 
is subscribed to the within instru­ 
ment, and acknowledged to me 
that he executed the same. 
IN WITNESS WHEREOF I have 
hereunto set my hand and affixed 
my official seal in the City and 
County of Sun Francisco the day 
and year in this certificate first 
above written. 
(SEAL) 
s 
MARION M. GORMAN 
Notary Public in and for 
the City and County of San 
FrancisdO, State of Califor­ 
nia Mv Commission Expires 
October 18, i960 
STATE OF CALIFORNIA, 
COUNTY OF MARIN -«s. 
On this 5th day of August in the 
year one thousand nine hundred 
and sixty before me, NORA N. 
BOTT. a Notary Public in and for 
the County of Marin, State of C ali­ 
fornia, residing therein, duly com- 
mifsLohsd and sworn, personally 
appeared DOUGLAS M 
CHRIS­ 
TENSEN known to me to be the 
person whone name is subscribed 
to the within instrument, and ac­ 
know ledge to me t hat he executed 
the aame. 
IN WITNESS WHEREOF I have 
hereunto set my hand and affixed 
my official seal in the County of 
Marin the day and year in this 
certificate in t above written. 
(SEAL) 
NORA N. BO'IT, 
Notary Public in and for the 
County of Marin, State of 
California. My Commission 
Expire« Jan 17, 1961. 
FILED: Aug. 10, I960 
GEO. S. JONEK, County Clerk 
By; J. F. MUSSER. JR , Deputy. 
No. 890 Aug. 12, 19, 26. Sept. 2, 1960 


Nelson, Boyd Ac Menury, Attys. 


NOTICE OF TRUSTEE'S SALE 
On Friday, the 26th day of Au­ 
gust, 1960 at the hour of 10:00 
o’clock A.M. at 950 Fifth Avenue 
In the City of San Refael, County 
of Marin, State of California, that 
being the place of business of the 
Trustee, PACIFIC COAST TITLE 
COMPANY OF MARIN, a corpo­ 
ration, as Trustee, will sell at. pub­ 
lic auction to the highest bidder, 
for cash, in lawful money of the 
United States, all payable at the 
time of the sale, the following de­ 
scribed real property situated in 
the County of Marin, State of Cali­ 
fornia described as follows, to-it: 
LOT 1, in Block 7, as designated 
and delineated upon a map en ­ 
titled “Map Number 5 of Wood- 
acre. Marni County, California,” 
which map was recorded in the 
office of the County Recorder of 
said M ann County on the 14th 
day of February, 1922 in Map 
Book 6, at page 15. 
Said sale will bo made, without 
covenant or warranty regarding 
title, possession or en< umbrances, 
to satisfy the obligation secured 
by and pursuant to the power of 
sale conferred in that certain deed 
of trust executed by HARRY A. 
PACKER and NOI.A PACKER, his 
wife, as trustors, to P A C I F I C 
COAST TITLE 
COMPANY 
OF 
MARIN, a corporation, as Trustees, 
for the benefit and security of 
NORTHWESTERN 
SAVINGS 
& 
LOAN ASSOCIATION, a corpora­ 
tion, dated September 22, 1959 and 
recorded October 6, 1959 in the of­ 
fice of the Recorder of the County 
of Marin, State of California in 
Book 1315 of Official Records at 
page 196. 
Dated: Julv 28. 1930. 
PACIFIC COAST TITLE 
COMPANY OF MARIN 
(8 EAL1 
/s By ROLFE C. CROKER 
President 
/• / By H. K. BATE 
Vice President 
No. 838 July 29, Aug. 5, 12, 19, 1960 


L e q o l N o H c m 


NOTICE OF NAMES OF 
PERSONS APPEARING TO BE 
OWNERS OF ABANDONED 
PROPERTY 
Pursuant to Section 1511 of the 
Code of CiYil Procedure, notice is 
hereby given that the persons list­ 
ed below appear to be the owners 
of abandoned property. Informa­ 
tion 
concerning 
the “amount or 
description of the property and 
the nam e and address or the hold­ 
er may be obtained by writing to 
ALAN CRANSTON, STATE CON­ 
TROLLER, Bureau of Unclaimed 
Property, P.O. Box 1019, Sacra­ 
mento 5, California, giving name, 
number and address. Unless proof 
of claim is presented to the holder 
and the owner’s right to receive the 
property is established to the hold­ 
er’s satisfaction within 65 days 
from the date of the second pub­ 
lished notice, the abandoned prop* 


erfy will be placed not later than 
R < days after such publication date 
in the custody of the Slat« Con­ 
troller and all further claims must 
thereafter be directed to the Stats 
Controller. 


A L A N CRANSTON, 
STATE CONTROLLER 
Barone F.msb- -0052518 
710 Main Street 
San Rafael California 
Blackenable James C - 0062171 
35 Boy View Street 
San Rafael California 
Blankenship Patsy D-0061180 
20 Pepper Street 
Satis«lito California 
Brady Thomas W - 0062651 
327 6 E Street 
Ban Hafari California 
Cravey W illie- 0053066 
5*1 wishkey Avenue 
Uohr California 
Erickson Oscar A - 0049417 
Box 48686 
San Quentin California 
Fnrris KUsseU 
0053373 
BC 54 
Sun Rafael California 
Fisher Edward —0049628 
Han Orronimo 
Marin Co California 
Friedman .Sadie 
0049427 
la u n 1 A Venn*—Box 285 
Kentfleld Marin Co California 
Funk Charles A 005350# 
Pioneer saloon 
Sausalito California 
join»- Joseph 
0054209 
Ignacio California 
Lowney Harry K —0048281 
16 Sal inn« Avenue 
San Anselmo California 
Lowih'V Rose A - 0048282 
16 Salinas Avenue 
San Anselmo California 
Martlnelli Earl- 0048453 
I-agunitas California 
McCormick Thomas 0046602 
115 H Street 
S.in Rafael California 
MeC<>rmick Harold - 004660* 
115 I! .Street 
Sun Rafael California 
Meyer Mamie -0056645 
Box 64 
Sonia Venetia California 
Nobel Bertha 
0066032 
115 Baltimore Avenue 
Corte Madera California 
Olf < n M arie- 0043087 
c o F D Madison 
Mountain View Avenue 
«San Rafael California 
©instead NelUe— 0055088 
236 Eastman 
Corte Madera California 
On ¡.«tend Stanley R~~005508* 
236 Eastman 
Corte Madera California 
Ficco Joeephine—005249 
93 Coronet Avenue 
Mill Valley California 
Schoen Ru,saell 
0049553 
154 C Street 
San Rafael California 
White Edward T -0056368 
Tiburon California 
William:. Walter 
0056434 
1402 Allard Avenue 
Sun Rafael California 
Wright Charles R 0056496 
Cornci 3rd and Drown Street# 
San Rafael California 
No 886 Ailg. 12, 19, 1960 


NOTICE OF TRUSTEE SAL* " 
On Wednesday, the 7th day of 
.September, I960» at the hour of 
10 o'clock A M , of said day, at 
the Fourth Street entrance of tht 
Court House in the City of Sun 
Rafael, County of Marin, State of 
California, Marin Title Guaranty 
Company, .substituted, as trustee, 
will sell at public auction to the 
highest bidder, for carih. in lawful 
money of the United States, all 
payable at the time of .«ale, the 
following described real property, 
situated in the County of Marin. 
State of California, and described 
as follow«, to-wlt: 
Beginning at a point which 
bears North 89* 49' 14" West 75 
feet and South 00° 24' 43" West 
220 feet and due West 155.19 feet 
from the Northeasterly com er of 
Tide Ix)t 17, Section 23, Town- 
.ship 1 
North Range 6 West, 
Mount Diablo Base and Mered- 
inn; running thence due West 
ho feet to a point thence due 
South 309 86 feet; 1 hence on a 
curve to the left of radius 62 
feet, whose center bears South 
88° 27' 22" East through a central 
angle of 87' 06' 50 ", a distance of 
94.27 feet to a point in 
the 
Northerly line of Paradise Drive, 
a« said Paradise Drive Is now 
re-located 
a n d 
monumented; 
thence along «said Paradise Drive 
on a curve to tin* right and East­ 
erly of radius 3027.03 feet whose 
center bears South 4" 25' 48" 
West through a central angle of 
00 
36' 12", a distance of 10.81 
feet; thence South 84J 68' East to 
a point which bears due South 
from the point of 
beginning; 
thence leaving said line of Para- 
di.se 
Drive 
and 
running 
due 
North to the point of beginning. 
TOGETHER W ITH an Ease­ 
ment for berthing purposes over 
t strip of land 50 feet in width, 
l.ving adjacent to and northerly 
of the northerly line of the par­ 
cel hereinabove described. 
.Said sale will be made without 
covenant or w'arranty regarding 
title, possession or encumbrances 
to satisfy the obligation secured by 
end pursuant to the power of sale 
conferred in a certain deed of trust 
executed by Valley Gien Construc­ 
tion Co., a California corporation, 
trustor, to City Title Insuranca 
Company, a California corporation, 
as trustee, for the benefit and se­ 
curity of Valley Glen Development 
Co., a California corporation, dated 
April 2, 1958 and recorded April 9, 
1958, in the office of the County 
P.ecorder of the County of Marin, 
State of Califomm, in Liber 1182 
ot O fficial Records at page 268. 
Dated August 8, 1960. 
(SEAL) 
MARIN TITLE GUARANTY 
COMPANY 
By; ROGER J. DARROW 
President 
By; ELMER J. CURRY, 
Vice President 
No. 887 Aug. 12, 19, 26, Sept. 2, 1960 


Dinkelspiel & Dinkeispiel, Attys. 


NOTICE TO CREDITORS 
In the Superior Court of the 
State of California in and for the 
County of Marin. 
In the matter of the estate of 
ALPINE C. ALTERS, Deceased. 
No. 13591 
NOTICE is hereby given by ths 
undersigned Esther M. Alper.«, Ex­ 
ecutrix of the Last Will and Testa­ 
ment of Alpine C. Alpers. deceased 
to the creditors of and all persons 
having claims against the said de­ 
ceased, to file them, with the nec­ 
essary vouchers, within six months 
after the first publication of this 
notice in the office of the Clerk 
of the Superior Court of the State 
of California, in and for the Coun­ 
ty of Marin, or present the same 
with the necessary vouchers, with­ 
in six months after the first pub­ 
lication of this notice, to the said 
Executrix, at the law offices ol 
Me.ssrs. Dinkelspiel & Dinkelspiel, 
405 Montgomery Street, San Fran­ 
cisco 4, California, the sam e being 
the place for the transaction of the 
business of said estate. 
Dated: July 27, 1960. 
/* / ESTHER M. ALPERS 
Executrix of the Last Will 
and Testament of Alpine C. 
Alpers, Deceased. 
Dinkelspiel & Dinkeispiel 
Attorneys at Law 
406 Montgomery Street 
San Francisco, California 
Telephone: EX brook 2-6828 
No, m July 29» Aug. £» *3, IB, 
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O H , N Q 
Y O U 
D O N T / 


THE FAMILY CIRCL1 
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Y 'F in d 
OUT. 
YUMA? 


K/ARBUCKC WAS BLASTED 
HALF WAY TO 
KINGDOM COME, BUT 
HE WAS "TOO TOUGH 
TO K ILL f 


TH EY SA Y HALT HfS FACE 
WAS BLOWN OFF FOR ONE 
THlNQf H E'S HIDING OUT 
IN A PfiSVATE HOSPITAL If-I 
UOHG KONG, WITH ABOUT 
TW ENTY DOCTORS 
WORKIN* ON H IM ! 


m 
s 
» > 


THEY SAY T H ' PLACE IS 
GUARDED NIGHT AN' DAY 
BY THOSE TWO GOONS 
O' HIS, THE A SP AND 
t h a t g ia n t; P u n j a b / 


Y E A H ? 
WELL, WE 
DON'T WANT 
NO PART 
0* TH OSE 
TWO » BET TER 
V “LOSE". 
TH’ BRAT.» 
7 


IM 


-aJJ 
HftfcOlb 
6K2AY» 


I WANT TO 
TH ANK YO U 
FOR RESCU ING’ 
US, C A PTAIN . 
C A N Y O U 
/ 
T A K E U 3 T O / ¿ ^ 


YES, yMR.OUIMBV. 
WE'RE GOING TO 
S U B M E R G E 
IMMEDIATELY A N D 
G E T O N O U R W AY/ 


A P O R T ? 


I THINK IT MIGHT B E A 
G O O D IDEA IF Y O U WERE 
WITH THE WOMEN WHEN 
WE SUBMERGE. 


THE TH O UGH T OF 
DIVING U N D ER THE 
O C E A N C A N BE 
[ FRIGHTENING T O S O M E 
p e o p l e a n d y o u k n o w 
HOW w o m e n a r e 


T H E Y 'R E 
V E R Y 
GO O D A T 
COMFORTING 
A M A N . 


VEAH. H L GO TO 
THEIR CABIN. 


v 


- 
e 
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H E 'S A LO C A L C H A R A C T E R 
— A S M A L L - T IM E G A M B L E R * 
W H E R E CAN 
I F IN D 
\ 
H I M ? 


/ 
AND c o u l d >OU POH6IBLV 
GIVE HIM A JO B IN YOU P 
O FFICE, F A T H E R => 


WE A D M IT S WE W EW T B R O K E 
F R O M TG VIW G TO K E E P U P 
^ WITH TH E UONEGEG. 


j 


E S P E C I A L L Y M R S . Ü O W E G 
A M D W E C F O U C D A U G H T E R S . 
W M A T , F A T H E R ? . . W H A T H I S 
_ -N A M ft. ? O H , I F O R G O T T O 
( 
T E L L Y O U 
0 7 7~Z 


i 
I 
^ 
. • C 
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OKAY, U'’NKL£j?EPCRT 
WORK... ACT 
NATURA t.. SUT SE ON 
YOUR TOES EVE TV 
MINUTE OF ""E 
CAV 


WHENIV:E TIME COMES, DELIVER 
THE PHONY SPEC" TO CHARLIE 
IMP. BUT TH IS TIME WERE 
GO.'NS TO SE ON HAND WHEN 
IT S PASSED ON TO THE A 
• £ 3 


CAN I EE 
T WELL..IN VIEW OF 
IN ON THE 
YOUR CONTRIBUTION 
CATCH . 
/ IN HELPING CRACK 
INSPECTOR?J THIS CASE...I ' 
x r ~ y \ - G U ESS SO! 


V 
7 y 
Ä 
7 


WHY MOM...7HERE5 
PERRY COMING FRCM 
F.B.I. HEADQUARTER; 
HE MUST HAVE BEEN 
APPREHENDED/ 
K 
J 


/ 


HE P C N ’T 
0 H A N 6 E 
H l£ TUNE, 
T H I N ü I I n t h é f ^ a t l f u e c X 9 u , & l " 8 % Y0U 60NHA fl* 
c O ffç . W3SLC? 
1 
UP. fMMOUHII" ANP 
,J 2 Ç 
) \© u KNOW WHAT Hfi 
c r e s n 
w 
THAT 5 
1X 6 KINP C i C C M M ßN f 
\V6 WANT5. / - 
- 
KUSHT.' NO 
bfY £?6«IA 


Hg PCN’T 
S O N ’f 
HAfcE PRQ m St- ■ //£ C C/H & 
fi/6# r Oi/r— Hg 5AS»: 


H E y POP/ 


d o n 't r a d io s w o r k 
UNDER W A TER ? 


CopyWM « 
R 
Ædit* S. d#Bea 
»• 
Hi ft ei \4 Rights Rf*erv*d 
0 -1 < ? -£ 0 


ß - 1 9 


3MO Th« R êgiïttr 
And Tribun« Syndicat« 


ilDaddy's been reading the same page ever since 
we got here." 


THE NEIGHBORS 


o 
m 
i 
c 
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¿j )960 by New« ¡\ ndic»*e O J 


“ I came to th is place for a rest. So w hy am I tossed 
outta bed every m orning so the maid can do the ro o m ? ” 


LITTLE LULU 


TVTTT 
!> - 
"_UL 
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W E R E N ’T Y O U A F R à 'p W H E N 
Y O U W E N T U P ON T U E S T A G E 
T O B E H Y P N O T IZ E D , 
TU S ? y 
i—r K NAW / 


Y O U W E R E R £ A L u 
- 
F U N N Y W H E N H E T O L P 
Y O U T O A C T 
L I K E A 
V A ,. . J U S T 
ß / R D ! ) WE o r A L O N G 
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Friday, August 19, I960 
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Today i> Friday. Aug. 19, the 
232nd day of the year, with 134 
more in 1960. 
The moon is approaching 
its new quarter. 
The morning star is Mars. 
The evening stars are Jup­ 
iter and Saturn. 
On this day in history: 
In 1812, the U. S. frigate 
Constitution . . . known as Old 
Ironsides . . . fought its famous 
victorious battle with the Brit­ 
ish frigate Guerriere east of 
Nova Scot/a. 
In 
187C. 
elder 
statesman 
Bernard Baruch was born in 
Camden, S. C. 
In 
1871, 
Orville 
Wright, 
often called the father of avia­ 
tion, was born. 
In 1890, the Daughters of the 
American Revolution were or­ 
ganized. 
In 1893, American actor Al­ 
fred Lunt Mas born. 
A 
thought 
f o r 
today: 
English philosopher Herbert 
Spencer s a i d : 
“Progress, 
therefore, is not an accident, 
but a necessity . . . it is a 
part of nature.” 


T IM E a n d t i d e 
D e p a r t m e n t 
of 
Commer 
United States Coast and Geode 
Survey, W e s t e r n District hea 
quarters. Times and heights 
tides at San Francisco (Golde 
Gate) : 


The column of heights gives 
elevation 
in 
feet 
of 
each 
t 
above or below the plane of Co 
S u r v e y c h a r t s o u n d i n g s . T 
depths are always additive to 
chart depths unless preceded 
a minus sign 
when the nu 
bers 
are 
subtracted 
from 
t 
depth given in the chart. Ligi 
face type indicates 
a.m. 
tim 
boid-face type indicates p.m. tirr 


PACIFIC DAYLIGHT 
SAVING TIME 
(Heights in Feet) 
Low 
High 
Low 
High 
19 
4 51 0 0 11 :34 4 6 4:31 2.6 10:34 
20 5:24 -0.1 12:08 4.85:11 2.4 11:12 
21 5:57 -0 1 12:41 4.8 5:49 2.2 11 49 
22 6:27 -0 1 1:10 4.9 6:26 2.0. 
Low 
High 
6:58 0.1 1:38 4.9 
7:30 0.3 2:06 5.0 
8:03 0.6 2:34 5.1 


High 
23 12:27 5 5 
24 
1:04 5.3 
25 
1:46 5.1 


Low 
7:04 
7:45 
8:31 


San Raf. Canal—Plus 1 hr., io min 
Point San Quentin—Plus 45 min 
McNears Point—Plus 1 hr., 5 min' 


THERE OUGHTA BE A LAW 


ALONG MARIN'S 


SPORTS TRAIL 


By JIM GILMARTIN 
San Jose, El Cerrito Vie 
In State Finals Tonight 


\esbit Masonry of San Jose,!the semi finals. 
Earlier in the 


j fighting every inch of the way week the undefeated El Cer* 
¡toward what it hopes will be rito team qualified 
for 
a second straight champion- finals. 
ship, battles Hatzell Radio of 
o 
... 
. 
. 
. 
* 
u. 
., 
, 
. 
S in Jose will start Ralph 
El I errito tonight in the finals \ 
1 
To p r>p M a p c tri w lin rn n tp m n la fo H rD fir in « 
oi the California State Semi- Romero on the hill tonight with 
, .. 
1 T r 
^ho contemplated retiring from base* pro 3 aseban Tournament at ace 
hurler Johnny 
Oldham 
ball until the Kansas City Athletics traded him to the Albert Fieid. San Rafael. 
ready for relief duty if necea- 
New York Yankees last December, must be awfully ; 
San Jose gained the final sary. 
Hatzell is expected to 


DeMaestri In For A Nice Bonus; 


Scout Praises S.R.'s Albert Park 


happy he finally decided to stick around for at least round last night by eliminating start its top flinger, Bud Me 
another year. 


A glance at the American League standings this* 
morning shows the Yankees in 


Sabella s of San Francisco in 
a wild and woolly frav, 9-5 in 
Gee, 
who 
has 
shared 
the 
lengthy tournament s pitching 


spotlight with .Oldham, 
If 
undefeated 
El 
Cerrito 
the | w ms the tournament would end 
as San Jose, which already has 
one loss, would he eliminated. 
However, if San Jose wins to­ 
night another game would be 
rescheduled for tomorow. 
At stake is $1,000 cash prize 
and the right to represent the 
state in the National Baseball 
Congress tournament in Wichi­ 
ta, Kansas next week. 


Lftlt night San .Tose blew ? 
3-0 first inning lead and was 
trailing 5-3 going into the sev-j 
enth 
inning. 
However, 
the 
Nesbits exploded for fix r runs 
iu the seventh and one more 
ir the eighth to eliminate Sa 
bella’s. 
Tonight's game will he the 
46th contest in the three-week 
old tournament. 
An original 
field of 24 teams opened plav 
July 29. 


first place and a good bet to 
win the championship. If they 
do go all the way, DeMaestri, 
v ho as utility infielder has seen 
little duty, will collect a full 
share of World Series loot 
probably between $5,000 and 


$ 10,000. 
Even if the Yanks don’t win 
the flag they’re a cinch to fin­ 
ish in the first division, which 
also calls for a nice bonus. 
The 10-year veteran of the 
major leagues by way of San 
Anselmo thus stands to earn a 
handsome paycheck for stick­ 
ing it out one more year rather 
than retire and devote full time 
to his beer distributorship in 
San Rafael. 
He’d have to sell 
a helluva lot of suds to equal 
his regular salary la guess 
would be between $15,000 and 
$20,000), plus the bonus. 
All this for warming the 
bench for the better part of 
the season, filling in here and 
there as a pinch hitter or run­ 
ner or late inning substitute. 
Nice work if you can get it. 


SAN RAFAEL’S Albert Field 
has a real fan in Charlie Wall­ 
gren. scout for the Boston Red 
Sox who has been here looking 
over prospects in the state 
semi-pro championships. 
In a letter to Richard L. 
Shirley of the Greater San Ra­ 
fael Chamber of Commerce. 
Wallgren wrote: 
“As one who watched base­ 
ball in ball parks in just about 
every city on the West Coast 
1 wish to say that the San Ra­ 
fael park, from the standpoint 
of comfort to the fans, is as 
nice as there is anywhere. This 
is because the park is well laid 


Yanks’ DeMaestri to his first 
professional contract, went on 
to say parks in such cities as 
Sacramento, Salt Lake City, 
Stockton, Modesto, San Jose, 
etc. have uncovered stands and 
attending games there is like 
sitting in a furnace. 
He said San Rafael’s covered 
stands is largely responsible for 
the better than average attend 
ance at the 
state semi-pro 
tournament games. 


MRS. 
JO ANN 
Benjamin, 
well-known San Rafael wait­ 
ress, painfully discovered this 
week that an umpire’s life is 
not a happy cne. 
Nor is it 
safe. 
Her troubles started Tuesday 
evening at the Davidson School 
softball diamond in San Rafael 
where 
the 
Alibi 
Club 
and 
George's 
Recreation 
Parlor 
teams were about to play a 
game in the Marin Taverns 
League. 
When the regular umpire 
failed to show up. players from 
both teams begged Mrs. Ben­ 
jamin to serve in that capac­ 
ity. 
Finally she relented after 
Manager James S. Todt of the 
Alibi team said she could of­ 
ficiate the game from behind 
the pitcher's box, rather than 
behind the plate. 
“ It’s much 
safer out there,” Todt assured 
her. 
So. Mrs. B. stationed herself 
“safely” behind the pitcher and 
proceeded to call the balls and 
strikes. 
But, Jo Ann soon an­ 
nounced her permanent retire­ 
ment from the career of an 
umpire. 
As she was watching tickets will be available at the 
a close play an infielder grab- gate. 


West Favored 
In All-Star 
Tilt Tomorrow 


The West Bay All-Stars, in- 
ctuding MarirrtTmTrtyVtwo top 
performers, are two-touchdown 
favorites to win the annual 20- 
30 Club prep 
football 
game 
against the East Bay tomorrow’ 
at San Francisco's Kezar Sta­ 
dium. 
And that's bad news as far as 
West co-coaches Bob Berry of 
Willow Glen and Bill Foiling of 
Lower are concerned . They 
point to a record of upsets in 
the game that benefits Bay 
Area charity. 
One of the biggest 
upsets 
came last year when the high­ 
ly-regarded East team was fig­ 
ured to be at least two touch­ 
downs better than the West. 
The final score was 19-0 for the 
underdogs. 
As Berry noted yesterday: 
“ You can’t tell about an all- 
star game. All the players are 
in because they are good. Any­ 
thing can happen and usually 
does.” 


2 P.M. KICKOFF 


Thus fans can expect excite­ 
ment galore tomorrow 
when 
the recently graduated high 
school stars of last season kick- 
off at 2 p.m. A pre-game show 
will 
start at 1 o’clock 
and 


Raiders Vs. Highly-Favored 
Chargers In Kezar Tonight 


The first night professional 
football game in San Francisco 
history will be staged at Kezar 
Stadium tonight, 8:15 o’clock, 
w'hen the Oakland Raiders kick 
off against the favored Los An­ 
geles Chargers in an American 
Football League exhibition tilt. 
The Chargers, with two prac­ 
tice victories already under 
their belts, are expected to 
make short work of disposing 
of the Raiders. But about 10,- 


000 fans are expected to brave 
the cold and fog to witness the 
battle 
leading 
the 
visitors 
for 
Coach Sid Gillman will be Jack 
Kemp who came into camp un­ 
heralded and stole the quarter­ 
back slot from some tough com­ 
petition, including Bobbv Clat- 
terbuck, long-time National 
league signal-caller. 
Ron Waller, the one-time pig­ 
skin packer for the Los Angeles 


Sitò ej) e nò ent^3o urn a I 
Ziyporló 


Friday, August 19, I960 
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bed the ball, wheeled around 
out, and mostly because of the an(j ^rjea 
throw the 
covered grandstand. A covered 
gradstand is an absolute must, 
in my opinion, if any day base­ 
ball is played, and is also a pro- jamjn js nursing a broken nose Bob Hector of Tamalpais, 180- 


runner 
out. 
The thrower didn’t see 
Mrs. B. Mrs. B. forgot to duck. 
Powee! Today Jo Ann Ben- 


Marin County stars who will 
battle to help the West up­ 
hold its favorite's role are Kent 
Francisco, 
225-pound 
tackle 
from San Rafael, 
and 
guard 


tection against the cool nights an(j two beautiful shiners. She 
of early spring. 
caught the hard oval right on 
Wallgren, who signed the the bridge of her nose. 


— 
"".... 
; 
As 


TENNIS 
Witt & Pal 
Start Fast 
In Doubles 


Todt was 
safer out there.” 


Without Willie, Oh 
Where Would We Be? 


CHICAGO W — Despite the 
unpredictable shennanigans of 
the San Francisco Giants, the 
guy in centerfield is having a 
spectacular year. 
Willie Mays, at 29 the old 
pro of the giants, is among the 
National 
League leaders 
in 
each of the eight categories 


ternate starter last year 
played 2464 minutes.” 


UNIVERSITY of Cal’s foot­ 
ball brochure is hot off the 
presses and lists two Marin 
Countians on the varsity ros­ 
ter— veteran end Dave George 
of Mill Valley, of whom the 
Bears expect big things this 
season; and end Dennis Slavich 
of San Anselmo, a sophomore 
Doubles play in the Marin transfer from junior college. 
Junior Hardcourt Tennis Cham- 
of 
George, 
the 
brochure 
pionships opened at Mill \ alley Says, 
“ Outstanding 
pass 
re­ 
yesterday and the top-seeded ceiver . . . will hold onto the 
team in the boys 18 division > ball no matter how hard he 
got off to a rip-roaring start. 
is hit . . . caught four passes 
The number one tandem of last year (Cal only completed 
Clyde Witt of Larkspur and 38 on the year) . . . very good 
Bob Axtell of San Franciscoj speed and fine hands . . . al- 
rushed off to a first round vie- j ternate starter last year and 
tory of 6 0. 6-0 over the team 
of Savage-Brazell. 
Action in the large tourna­ 
ment continued today. 
Yesterday’s results: 
Boys 18 and I ’nder— Axtell-Witt, 
d. Savage-Grissell, 6-2, 6-0; O ’M al­ 
ley-Miller, d. Berry-Burton, 7-9, 
€-3. 6-2. 
Boys 15 and Under — Qumn- 
Crane, 
d. 
Lawry-Lindheim, 6-0. 
6-4; 
Brown-Hopkins, 
d. 
Burns- 
Dibblee, 6-1, 6-3; Curtis-McGow-j Larker. I A. . 
an, d. Creighton-Clark, 3-7, 7-5. Mays. S F 
7 -5 . 
Groat. Pitts . 


Bo ys 13 and U n d er — Gordon- 
S i f ’ 
Conroy, d. 
Boles-Robertson, 6-0. 
6-0; 
Cornell-Laurie, 
d. 
Reiser- 
Reiser, 6-2, 6-0; 
Borgman-Rich- 
ardson, d. Clarke-Crawford, 6-3, 
8-6 
Girls 18 — Carey-Noreen Seder- 
quist, 
d. 
Sullivan-Johnson. 
6-1. 
6-1; 
Carniglia-Gloria 
Sederquist, 
r. Burns-Murphy, 6-1. 6-4; Atter- 
bur.v-Bloom, 
d. 
Kewfis-Moulton, 
2-6, 7-5, 6-2 
Gi 
d 
Harrington 
Atterbury-Peterson, d. Grosswird- 
Aliva, 6-0, 6-2. Second round: At 
terburv-Peterson, d. Breeze-Wick- 


pound scrapper. 
Both played for the North 
in the recent North-South game 
saying, “ It’s in Los Angeles, as did many 
players in tomorrow's game. 
Francisco was elected co-cap­ 
tain of the West team on of­ 
fense for tomorrow-. He will 
start at left tackle. Hector is 
not on the starting lineup, but 
should see considerable action. 


Major League 
Bat Leaders 


NATIONAL LEAGUE 
i Based on 275 official at bats) 


Marin Schedules 


Football Game 


With Santa Clara 


Li'l Giants Fail 


To Gain On Lead 


By ASSOCIATED PRESS 
The front-runners in the Pa­ 
cific Coast league, the Spo­ 
kane Indians, lost an 8-3 de­ 
cision to fifth-place Sacramen­ 
to last night for their second 
consecutive defeat. 
The In­ 
dians still hold a 64 game lead, 
but only because the Tacoma 
Giants 
have 
dropped 
three 
straight to Seattle. 
Seattle’s 
latest win w'as by a 4-2 score. 
A trio of runs in the fifth 
started Sacramento on its w a y . 
By the seventh, the Indians 
had tied it up, but the Solons j stood exactly even today 
Santa Clara, once a national 
gridiron powerhouse, will re-, 
. , . 
. . 
... 
~ 
b 
. 
¡spurted to victory with a five- 
sume football this fall for the j run eighth innings. Four sin- 
first time in a decade with a gies, an intentional pass and 
six-game schedule that includes Milt Smith s double produced 
18 appearance in Kent 


G AB 
92 292 
110 425 
116 489 
106 409 
Ashburn. Chi. .111 413 
White. S L 
114 450 
Cepeda. S.F 
107 413 
Herrera. Phil. 109 389 
Wills. L A. 
106 330 
Adcock. Mil. 
98 370 


F 
H Pet. 
37 100 .342 
86 141 .332 
74 160 .327 
61 127 .311 
77 127 .308 
72 135 .300 
51 123 .298 
48 116 .298 
50 98 .297 
38 110 .297 


a Nov 
field against College of Marin 
Tars. 


The schedule was announced 
yesterday by Santa Clara Coach 
Pat Malley. It includes games 
with Ponoma on Oct. 1, Sacra­ 
mento State Oct. 8. Pepperdine 
Oct. 15, El Toro Marines Oct. 
23, South Oregon Nov. 11 and 
Marin Nov. 18. 


the runs. Ace reliever Chuck 
Churn was nicked for four of 
the 
hits. 
Big 
Bud 
Watkins 
! struck out four and didn't walk 
a man in posting his fourth 
win in six starts. 
Five double plays and Joe 
Taylor's three-run triple told 
the story at Seattle. The Giants 
and Rainiers each got nine hits, 
but the double plays wiped 
Giants off the bags. 


A M ERIC A N L E A G U E 
G AB R 
H 
Smith. Chi .. 
115 436 
Sievers. C hi 
96 335 
iris 
l.C-Sederquist-Sederquist, ] 
len 
iarrington-Rutledge, 6-0, 6-1; 
t & . ' ! io l 
ioS 
Kuenn, Clev. . 103 390 
Robson. Balt. . 3 16 449 


ham. 
6-0, 6-2; Strong-Johnson, 
d. 
*79 288 
Crawford-Bloom, 6-18-6. 
Girls 13— Mitchell-McKeever, d. M ans’ N Y ’ 
m 386 
Blakesley-Burns, 6-0, 6-1: Abbes- 
Sluyter, d. Blaskower-Doylc. 6-0. 
6-1; Casals-Martinez, d. Dietrich- 
Hite, 6-2, 6-3. 


Pet. 
67 140 .321 
71 106 .316 
46 126 .313 
68 140 .311 
67 125 .308 
56 120 .308 
53 136 .303 
48 123 .303 
42 
87 .302 
81 114 .295 


Some species of dragonflies 
can flv 60 miles an hour. 


FREE PICK UP AND DELIVERY SERVICE 
MIRRO GLAZE AND BLUE CORAL 


Polishing, Glazing, Waxing 
and Upholstery Cleaning 


‘ 1 
4 
. 5 
0 
„ 
BILL'S AUTO POLISH SHOP 


142 Mill St., San Rafael 


Gi 6-2266 


"MARINA LANDINGS"- S1 (5 


Unfurnished two bedroom apartments on the canal In San Rafael. From 


Highway 101 take Francisco Blvd. East to Bellach’s at M edway. Turn and 


go 3 blocks to 260 Canal St. You can’t miss the colorful building! 


• ALL UTILITIES 
INCLUDED 


• CARPETS 


• DRAPES 


• BALCONIES 


• ELECTRIC 
KITCHEN 


• DISHWASHER 


• SW IM POOL 


• GARAGES 


e BOAT BERTHS 


Exhibit Apts, by Dorothy Kell 
Interiors Open for Viewing 


INFORMATION GLRNW OOD 6-5717 OR GLENW OOD 4-6544 


tabulated 
daily 
for 
players 
other than pitchers. 
Willie’s marks to date: 
Batting— .332, second only 
to Norm I^arker of Los An­ 
geles. 
Runs—86. tops in the league 
Runs batted in — 78, fifth 
best 


Hits— 141, second to Dick 
Groat of Pittsburgh. 


Doubles— 24, tied for fifth. 
Triples— 7, tied for fourth. 
Home runs — 24, tied for 
fifth. 
Stolen bases— 21, third. 
Then add the items that are 
harder to tabulate: The extra 
bases Mays takec and the hits 
.he steals from the opposition. 
The worries he brings to op­ 
posing pitchers and the reas­ 
surance to Giant hurlers. And 
the intangible spark of a mag­ 
nificent athlete, recognizable 
even when he strikes out or 
makes a rare misplay In the 
field. 
After 110 games, the Giants 
55 
won, 55 lost. T hey were almost 
smack in the center of the Na­ 
tional League standings, 144 
games from the top; 14 from 
the bottom. 
Take Mays away and the po­ 
sition of the San Franciscans 
would be more unpleasant to 
contemplate. 
The Giants came here with 
a three-game winning streak. 
Southpaw' M i k e McCormick 
1IO-81 drew the pitching assign­ 
ment today against the sev­ 
enth-place Cubs’ Dick Ells­ 
worth (6-81. 


Rams, will be at left half; and 
Royce Womble at right half. 


The fullback starter will be 
Jetstream .Smith, bin Charlie 
Flower*, 
former 
Mississippi 
ace. Is expected to see some ac­ 
tion. 


Coach Eddie Erdelatz. of the 
Raiders, fresh from an upset 
triumph over the New York Ti­ 
tans (the Raiders also have lost 
to the Dallas Texans), will start 
Tommy Flores of College of 
Pacific at quarter. The half­ 
backs will ho Tony Teresa, San 
Jose State, and Buddy Allen. 
Utah State. Billy Loll of Missis­ 
sippi will get thp call at full­ 
back. 
Erdelatz again Is counting on 
a strong defense to pull his 
club through He now? is satis­ 
fied that he has some fine line­ 
backers in Boh Dougherty, Ken 
tucky; Tom I/mderback, San 
Jose State; and Billy Ixx'klin, 
New Mexico State. 
The defensive secondary will 
he shared by Eddie Macon, one 
time College of Pacific sprinter; 
.Foe Cannavio, Ohio State; Alex 
Bravo, Cal Poly, Wayne Crowe, 
California, and L. C. Joyner, 
Maryland State. 
B a b e Panlli, the newly- 
acquired quarterback, isn’t ex­ 
pected to see any action until 
he becomes more familiar with 
the signals. Paul Larson, cx- 
Califorma, is the No. 2 quar­ 
terback. 
Frdelatz cut two players yes­ 
terday—Bob Webb, a quarter­ 
back from little St. Ambrose 
College and Carl Isaacs, an end 
from Stanford. Both had knee 
injuries Erdelatz also announc­ 
ed that former Stanford player, 
Chris Plain, who broke a leg 
against the New York Titans 
Saturday, is expected to be out 
for the season. 


Snipe Championships 


CLEARWATER, 
Fla. 
<JT 
Bruce 
Cochran, 
Clearwater 
snipe sailing skipper, appear­ 
ed the favorite in today's re­ 
maining three races for the 
National Junior Snipe Sailing 
Championship. 
Cochran led the field of 12 
other boats home in both races 
yesterday, c o l l e c t i n g 3,200 
points toward the champion­ 
ship. 
Second in point totals was 
Bob Ritchie of Long Beach, 
Calif., with 2.888. 
Ritchie fin­ 
ished third in both events. 


DAD'S BEST ROOTER 


— —Four > car-old J inuiiv -Cl amad o 11 n d up in his own 
baseball uniform the other flight as he visited his dad, 
pitcher Art Camara of the San Anselmo Ongaro Plumbers, 
during the state semi pro baseball tournament in San 
Rafael. All of Jimmy’s cheering couldn’t h* Ip dad's team, 
however, as San Jose eliminated San AnM«lmo 6-0 
(Jim Kean photo) 


Wrestler Flattens 
Moore; Champion 


'Out' Five Minutes 


INDIANAPOLIS (J* - Archie 
Moore, light heavyweight box­ 
ing champion of the world, was 
knocked out last night by a 
wrestler. 
Moore said he was really un­ 
conscious 
for 
five 
minutes 
after being flattened bv Ray 
Shire in a wild melee at Vic­ 
tory Field baseball park. 
The champ had refereed a 
wrestling match before Shire 
and his brother, Roy, had de­ 
feated Nick Rockwinkle and 
Joe Blanchard for the “tag 
team title of the “tag team 
title of the world.” 
Nearly 15,000 fans roared as 
Moore leaped into the ring to 
break up a scuffle and knocked 
down Roy Shirt w’dh three 
punches. It was then that bro­ 
ther Ray got into the act and 
tagged Archie, 
Jack “ Doc” Kearns, Moore’s 
manager, shouted that Shire 
had 
used 
brass 
knuckles. 
Kearns then offered $10,000 if 
either of the Shire brother* 
could stay in the ring three 
rounds with Moore. 
“ I could beat them in one 
minute if they challenge me.” 
muttered Archie in his dressing 
room. 
Replied Ray Shire: 
“ 1 would fight that hum any 
place, gloves or not.” 


M. V. Snares 
Pony Title 
i 


The pitching of Steve Long 
and the hatting of Lon Cal­ 
if gher and Dick Daniels power­ 
ed the Mill Valley Cardinals, 
champions 
of the 
Southern 
Marin League to a 6-2 victory 
over the North Marin’s Santa 
Vo net ’a Redmen last night in 
the 
Marin 
County 
Baseball 
Championship at Santa Vene- 
tia. 
After giving up a two-run 
homer to Santa Venetia’s Joe 
Ruoff in the first inning, I/mg 
blanked the northerners th& 
rest of the way while striking 
out 12 in six innings, 
Gallagher drove home Mill 
Valley’s first run in the fir.'»* 
inning and then uncorked a. 
two-run homer in a big fiv£. 
run fourth inning. During tha’t 
rally 
Daniels 
delivered 
a 
bases-loaded double. 
Santa Venetia 200-000 
2 6 5 
Mill Valley 
100-500- 6 6 0 
Danfiele and Pareto; I/mg 
and Campagna, 


HorsethSef 
Basin, 
once 
a 
hideout for outlaws in the Ari­ 
zona mountains, is now one of 
the states most popular pic­ 
nic resorts. 


Punta Arenas on the south* 
ern tip of the Chilean main­ 
land, is the southermost citjC 
in the world. 


G O 
JUST LIKE M ONEY 
tN THE BANK! 


*1709*» 


LeOfl C. Felton Volkswagen 


« A M C IS C O . SAM RAFA EL. U 
&-OS11 


BOWL at Greenbrae Lanes 


This Winter 


LEAGUE SIGN-UP TIME IS NOW 


CALL GL 6-6913 OR CO M E IN FOR 
BEST EVENING AND HOUR SELECTION 


You haven't experienced the greatest enjoyment giv­ 
en by bowling until you've joined the friendly com­ 
petition of evening league play. Each week you'll 
eagerly look forward to »port, relaxation and friend­ 
ship gained in this group activity. 


W e have openings for complete teams and spots on 
teams for individuals . . . both men and wom en, be­ 
ginners and experts. Call us and let us explain the 
details. 


24 AUTOM ATIC LANES 


GREENBRAE LANES—1960 W inter league Schedule 


DAY 
EARLY 
LATE 


Mon. 
MEN'& HDCP. 
BUSINESS MEN'S SOCP. 


MIXED 4 s HDCP. 
BUSINESS MEN'S HDCP. 


Tues. 
WEN'S "825" SCRATCH 
LADIES' HANDCAP 5's 


MIXED 4's HDCP. 
MEN'S HDCP. 


Wed. 
MEN S HDCP. 
MEN'S HDCP. 
, 


MIXED 4's HDCP 
LADIES MAJOR SCRATCH LEAGUE 


Thurs. 
MEN'S HDCP. 
MEN'S "840" SCRATCH 


M.1XED 4 s HDCP 


Fri. 
MIXED 4's HDCP. 
LADIES' "600" CLASSIC Foursome 


"BOWLARKS"Men's HDCP. Foursome 
MARIN MASTERS "900" Scratch 
Sun. 
6:00 P.M. MIXED 4's 
OPEN PLAY 


Additional Leagues W ill Be Formed 


e Oak Room Cocktail Lounge 


e Greenbrae Coffee Shop 


e Free Day Time i“ u::;-y 


e Corr.pleíe’y Ai* Can ì; a cd 


101 Sir Francis Drake Blvd., Just Off Highway 101 at 


12 
jlnftrprnhrnt-Jmirnal. Friday, August 19, 1960 
Burdette's Beauty 
Rekindles Braves' 
Pennant Ambitions 


By L .P. INTERNATIONAL 


The Milwaukee Braves hope that Lew Burdette’s 
near-perfect no-hitter can fan a flickering spark into a 
blazing pennant drive 


Burdette, who “ never thought I'd ever do it.” 
missed the National Leagues 
first modern perfect game last 
night when he hit Tony Gon­ 
zalez in the fifth inning as the 
Braves scored a 
1-0 victory 


BASEBALL 
STANDINGS 


NATIONAL LI VGl V 
W 
L 
r n . 
C.B 
Pittsburgh 
Milwaukee 
Los Angeles 
Lou^ 
fa n Francisco 
Cincinnai» 
Chicago 
Philadelphia 


63 
61 
63 
55 
52 
43 
44 


43 
49 
50 
52 
55 
64 
66 


626 
563 
550 
.548 
,500 
.443 
387 
179 


9 
9 
141 
20' 
27 
281 


Brundage Center Of Lively 
Debate At Olympic Meeting 


■ 


Thursday Results» 
Lo* Aneeles 4. Chicago 3 < 13 in­ 
ning* < 
Milwaukee 1 
Philadelphia 0 
Pittsburgh 3. Cincinnati 2 
(T o d a y 's (ia m e s i 
San Francisco at Chicago 
Philadelphia at Milwaukee <N> 
• Los Angele- at St Louis 1 N 1 
Pittsburgh at Cincinnati (lb 


(Saturday 
Ctamesi 
Pittsburgh at Cincinnati 
Philadelphia at Milwaukee *N> 
San Francisco a: Chicago 
Los Angeles at St Louis 


A M E R IC A N L I M il E 
W 
L 
P.». 
New York 
66 
45 
595 
Baltim ore ... 
66 
50 
.569 
Chicago 
66 
50 
569 
Clev eland 
r'6 
54 
.509 
W ashington . 
57 
58 
496 
Dctro;: . 
52 
60 
464 
Boston 
48 
64 
429 
Kansaa Citv 
41 
71 
366 


t.B 


9 
11 
141 
18« 
25' 
(Thursda* 
Rexullst 
New York 11. Boston 7 
Detroit 11. Kansas Cit\ 6 
Baltimore 10 Washington 8 
Cleveland 8. Chicago 6 
(Tonirht’s Games) 
New York at Washington 
Baltim ore a ? B<-ton 
Chicago at Kansas Citv 
Cleveland at Detroit 
(Saturriav C.amesi 
Chicago at Kansas Citv 
Cleveland at Detroit 
New York at Washington 
Baltimore at Boston 
PACIFIC f'OAST LEAGIT 
tV 
L 
Pet. 
GB 
52 


over the Philadelphia Phillies. 
The 33-year-old righthander 
from Nitro. W.Va , faced the 
minimum number of 27 batters, 
however, when Gonzalez was 
erased in a double play. 
Whether Burdette's brilliant 
performance can mobilize Mil­ 
waukee mto overhauling Pitts­ 
burgh's 74 game lead depends 
on how the Braves react to the 
! loam's first no-hitter since Jim 
Wilson turned the trick 
in 
1954 
If they do come 
back, 
it 
would rival the greatest recov­ 
ery since the 1951 Giants trail­ 
ed by 134 games in early Au­ 
gust and went on to beat the 
Dodgers m a playoff series for 
the National League pennant. 
Burdette, the hero of the' 
1957 World Series when he 
won three games against the 
New York Yankees, took mat- 
tors into his own hands to pre 
, 
r . 
. 
.. . 
vent a recurrence of Harvey 
One of the real nice things about the 
Haddix’ extra inning no-hitter Giants press 
box at Candlestick Park 
against the Braves last season is the presence of Big Ernie I^ombardi, 


Bl-SY B l KD ETTE 
Lew Burdette of 


Milwaukee Braves not only pitched a 


no-hitter, 
1-0, against Philadelphia 


last night but also helped his own 


cause with some fancy fielding and 


hitting. Here he is shown scooping 


ground ball to tag out Phils’ Pancho 


Berra. 
Burdette also doubled and 


scored game's only run. 


(AP Wirephoto) 


The BULLPEN 


W i t h JOHN J. CONNOLLY 


Giants Could Use Player Like The 


Man Who Supervises The Press Box 


8 x>kane 
Tacoma 
Balt Lake Citv 
e-attlc 
Sacramento . 
S in Diego , 
Vancouver 
Fort land 


76 
70 
68 
66 
64 
59 
56 
52 


59 
59 
62 
64 
69 


.594 
.543 
535 
,516 
.500 
461 
438 
413 


6’ 
7i. 
10 
12 
17 
20 
23 
Thursday Results) 
• Salt Lake C ity 6. Vancouver 3 
I Sacramento 8. Spokane 3 
Portland 3. San Diego 2 
• Seartle 4 Tacoma 2 


Campanella, Wife 
May Patch It Up 
For The Children 


NEW YORK IIPIV— Paralyzed 
ex - baseball star Roy Campa- 
»olla says he and his wife are 
iitempting to patch up their 
tnarital differences and 
"get 
together for the kids" 
; Campanella said last night 
♦here vx ill be no formal an­ 
nouncement of whether he xxill 
«rop his suit for legal separa­ 
tor! from his wife, Ruthe. until 
he returns from dedicating a 
rehabilitation center in Ralti- 
rt ore Sunday. But he said. “ For 
no- children, I'll gladly drop 
it.” 
J Mrs. Campanella said yester­ 
day she was * Hilling to have 
♦he suit withdrawn, not only 
¿or my husband, but for the 
vh'ldren as well ’ 
; The former Dodger catcher 
t ho was pare!\?ed in a 1958 


that was lost on Joe Adcock's 
hit in the 13th He doubled in 
the eighth inning and came 
home with his winning run on 
Billy Bruton's two-base hit. 


L E W ’S 14TH WIN 
The victory' was Burdettes 
14th of the season against sev­ 
en losses (iene Conley suffered 
his 10th defeat for the Phils. 
Dick Stuart’s pinch homer 
gave Pittsburgh a 3-2 victory 
over Cincinnati and W a l l y 
Moon’s 13th inning homer en­ 
abled Ixis Angeles to edge Chi­ 
cago. 4-3. in the other National 
league games. 
The Yankees retained their 
24 game lead in the American 
League by boating the Boston 
Red Sox. 11-7. Baltimore had 


the gonial supervisor of the news coop. 
“ Big Lorn " is an endless source of 
yarns about the game as it was played 
during his 16 years as a great catcher, 
and he has made indelible marks in the 
record books. His greatest year was in 
1938 when he led the National League 
in batting with a .342 average and won 
both the Sporting News and 
Baseball Writers’ Assn. awards 
as the most valuable player of 
the year. 


Always near the top as a 
hitter. Ernie copped the bat­ 
ting title again in 1942 with a 
.330 mark. His Cincinnati Reds, 
under Bill McKechnie, won the 
pennant in 1939 and 1940 los­ 
ing four straight to the Yankees 
the first year but taking tffe 


U.S. Olympic 


Track Girls 


Optimistic 


ROME U P—The little forgot­ 
ten band of women's track and 
field athletes representing the 
United States today sounded an 
unexpectedly 
oplimistic 
note 
on the eve of the Olympic 
Games. 
“ If luck just showers down 
on us we might even win five 
gold medals,” said Olga Fiki 
tova Connolly, who won the 
discus in 1956 for Czechoslo­ 
vakia, and will defend her title 
as the American wife of Harold 
Connolly, the hammer throw 
champion. 
More conservatively, Ed Tern 
pie of Tennessee State, coach 
of the track events, said: 
. 
. 
, . . 
, . 
i 
“ We have a chance to place 
H i .1 . " 
,pd 
?.° in 
first 
three 
in 
five 
hard that he dropped the ball. 


j 
ROME JP -The brass hats of 
international 
amateur 
sports 
today wrest the spotlight from 
the impending Olympic Games 
; as they wrangle over a look­ 
ahead program. 
The 
International 
Olympic 
Committee s executive commit­ 
tee, in secret session, will de­ 
cide whether to draft Chicago's 
Avery Brundage for another 
presidential term and also work 
on an acceptable starting date 
for the 1964 games in Tokyo. 
The full IOC committee goes 
into session tomorrow. 
Meanwhile, t e n s i o n was 
building in the Olympic Vil­ 
lage. swelled bv more arrivals 
for the start of the games next 
Thursday. More than 500 ath-1 
letes and officials from a dozen 
countries, including 146 from 
the Soviet Union and 120 from 
Australia, were due during the 
day. 
Other arrivals included con­ 
tingents from Bulgaria. Pakis­ 
tan, 
India. 
Kenya. 
Uganda, 
Thailand. Cuba. 
Afghanistan. 
Iraq and Indonesia. 


The question of whether 
Brundage. a diehard advo­ 
cate 
of strict amateurism, 
should be named to a third 
four-year presidential term 
could stir up lively debate. 


England’s Marquess of Exe-j 
ter, one-time Olympic hurdling 
champion as I/ord Burghley, 
reportedly expects to get the 
j nod. Another candidate is the 
: Soviet U n i o n ’ s Constantine 
I Andrianov. 
I he 
I nited States, closely 
backed by West Germany, is 
! against Japan’s proposed mid- 
May start of the 1964 games 
which already have been award-1 


cd to Toyko. Weatherwise. this 
is an ideal time for Japan's 
hosting of the games, but it 
would cause classroom havoc 
for the many collegians who 
make up the American squad. 


Another problem for the IOC 
is the designation of Nation­ 
alist China's team, currently 
called Taiwan The Chinese Na­ 
tionalists dislike this identifi­ 
cation, but any retreat on their 
part w'ould open the Olympic 


FOUR INJURED 


49ERS TO M ISS 


EAGLES G A M E 


Four injured San Francis­ 
co 49ers will 
not 
appear 
against 
th e 
Philadelphia 
Eagles Sunday in an exhibi­ 
tion football game at San 
Francisco. 


Coach Red Hickey said the 
four absentees will be line­ 
backer Clancy Osborne, in­ 
jured 
ribs; 
rookie 
tackle 
Jerry 
Hurst, 
back 
injury; 
tackle Henry Schmidt, knee 
injury; and linebacker Max 
Fugler, knee injury. 


Tw'o rookies who played 
for the College All-Stars will 
take the field. Hickey said. 
They are end Monty Stickles 
and tackle Mike Magac. 


The Eagles announced that 
veteran Norm Van Brock! i 
will share quarterback duties 
with Christian Adolph Jur- 
gensen. 


“ Call 
me 
Jurgensen. 
Sonny,” 
says 


/ ? 


V « * - . 


CONNOLLY 


vilie, when Ernie w'as with the 
Oaks, when he actually stole 
second base. It was at the end 
of the season and may have 
been a put up job, but Ern was 
sent down to second and the 
opposing catcher saw him run- 


door for Red China. 
Concurrent with yesterday’s 
arrival of 45 m em bers of the 
¡combined East and West Ger- 
i man team was & hassle over a 
“ spy scare” involving that di- 
¡vided nation. 
West German officials fumed 
at a hint in the pro-Communist 
I Italian 
newspaper, 
II 
Paese, 
that Werne Klingenbach, em­ 
bassy councillor and Olympic 
¡liaison man, intended to spy 
on East German athletes. 


Iron Curtain '5s' 


Favored To Gain 


Olympics Finals 


BOLOGNA, Italy <* — Two 
I teams of Iron Curtain cagers 
today were strongly fancied for 
eventual 
berths in the 
big 
league Olympic basketball tour­ 
nament opening Aug. 26. 
Czecholovakia and Hungary 
were both 2-0 up in the final 
bracket of a pre-Olympic qual­ 
ifying tournament in this Ital­ 
ian provincial city. 
Czechoslovakia yesterday de­ 
feated Canada 74-67 and Hun­ 
gary beat Israel 87-78. Both 
teams had gone into the final 
bracket 1-0 up after defeating 
others of the eight finalists in 
earlier matches. These games 
count for the final round. 
Poland, Belgium, undefeated 
in the earlier round, were both 
upset. Yugoslavia squeezed by 
Poland 71-64 and Spain mow­ 
ed down Belgium 81-71. 
All 
four teams stood at 1-1 in the 
final bracket 
Final listings for five vacant 
Olympic berths will be known 
Saturday. 


OPEN 
7 DAYS 
A WEEK 


an eight-run third inning to de- w^orld Series from the Detroit 


“ BOCCI” was a tremendous 
right handed pull hitter, but 


events. 
Both referred to the same 
five— 100, 200, relax’, discus, 


feat Washington. 10-8. and go 
into a second place tie with 
Chicago as Cleveland topped 
the White Sox. 8-6, and Detroit 
downed Kansas Citv. 11-6. 


Stuart, who appears at his 
best after a benching session, 
belted his 14th homer for 
Pittsburgh in the eighth in­ 
ning to give Vernon Law his 
18th win. The smash followed 
Don Hoak s double and Bill 
Mazeroski’s pop fly single. 
Ed Bailey drove in both Red 
runs with sacrifice flies as 
Cal McIJsh, xxho had a two- 
hitter until the eighth, drop­ 
ped his eighth decision. 


DODGER HIT STREAK 
Moon's 12th homer of the 
season offset two homers by 


I Tigers four games to three in 
1940. 


The remarkable thing about 
Lom's hitting records is that 
they were made in spite of two 
of the slowest feet in baseball. 
Big Ernie hit with such power 
that no in fielder in his right 


occasionally h( would go for anf* sh°L Russia is the big fa- 
short right field fences, as in vor'te in womens athletics. 
“ I think I’ve got just as 
good a chance as anyone,” 
said Mrs. Earlone Brown of 
Ia>s Angeles, who was fourth 
in the discus last time and 
sixth in the shot. 
Last time she did 168-54 in 
the discus, 49-74 in the shot- 


au o accident had sued for sep- rookie Ron Santo and one by 
aration on grounds his wife ne- Frank Thomas. Tommy Davis' 
glected him 
{hildren 
and their three 
'ingle 
stretched 
his 
hitting 
streak to 18 consecutive games, 
longest Dodger skein s i n c e 
1956. Sandy Koufax struck out 
four in 24 innings of relief to 
win his sixth game. Mark Free­ 
man was the laser. 


The Yankees, who have won 
four of their last six games by 
63 players from five dubs yes- one run- raHie(I for six runs in 
terday in the Meadow Clubs the last two innings. Yogi Ber­ 
ra drove in three runs with a 
pair of doubles and a single 


Mrs. Conn Shoots 
£l To Capture 
Tourney Honors 
! Mrs. John Cann led a field of 


the old Polo Grounds where the 
fence was a short 251 feet. 
Lombardi recalls one day at the 
old Giant stomping grounds 
when he held up on a pitch, the 
ball hit his hat and went into 
the right field stands— foul by 


mind would play on the base an m (^ 
paths. Suicide. Whenever Lorn 
On another occasion he col-¡the best marks she had ever 
strode to the plate it looked as lected four successive doubles made, forged in the fire of 
if the opposition had seven out- °0 four different pitchers in Olympic competition, 
fielders. He hit so hard and one afternoon, and believe me. 
“ We re not coming here as 
ran so slowly they could still a two-base knock for Lombardi the underdog,” said Temple, 
throw him out at first if they was a well hit ball. Had Ernie “ Barbara Jones and Lucinda 
had even average speed it is Williams (both of Nashville, 
my opinion that he would rank Tenn.) have beaten the Rus- 
with the great Rogers Hornby sians twice in the sprints. Our 
as one of the greatest bitters big problem in these events will 
of all time. I've never seen a be the Australians. And they're 
man hit a ball harder, consist- scared of us.” 
ertly. 
Mrs. Connolly is hesitant to 
We only wish he were 20 predict about 
her own per- 
On a couple < f occasions Lorn years younger and working for formance— “ 172 in the discus 
beat out bunts, only because the Giants right now. 
I is my best this year but I ’ve 
the 
intield was so tar back and 
--------- done much better in practice” 
the 
pitcher so surprised he 
President John Coolidge was 
— but she regards the Ameri- 
couldn t field the ball. And I better known by his middle can girls' team as a minor mir- 
remember one day at Emery- name. Calvin. 
aele. 


Open 
Sundays 
10 a.m.-2 p.m. 


DU 8-6233 
LUMBER 


77* HIGHWAY 101, MILL VALLEY, Jwt North of SabeHa't 
— FEN CIN G — 
IHM 
GOTHIC PICKETS 


914 


Ideal for Fencing 
1" X 3” X 4' 


Redwood 
Regular 21c ea. 
NOW 
t 
ea. 


5 Ft. 
Beveled 
SIDING 
FENCE 


Includes 6” Beveled Siding, 
4''x4'' Posts, Top and Bottom 
Rali. Per Running Ft. .. 


6 ft. Fence . 
. 1.20 running foot 
(Includes center rail) 


could handle ,he ball. 


LO M BA RD I recently t o l d 
Peewee 
Reese, 
who 
played 
shortstop 
for 
the 
Dodgers. 
“ Peewee. 1 played against you 
for five years before 1 realized 
you were an inficlder!'* 


Sensational Offering! 
60,000 Sq. Ft. 
KORRUGATEDi 
FIBERGLAS 


WATER HEATER 


l«**-!ininq iniures pur« clean rustproof Hot water . . 
ways. 
100% safety shut-off for your protection. 


10 Year 
Guarantee 
Glass-Lined. Save up to $52.3 


long Lengths 
8' —1 O'— 1 2', 
26" wide 


¡SPECIAL 
J 2' and 3' lengths 
20‘ sq. ft. i 


20 GAL. 
(Reg. $88.00) 
30 GAL. 
(Reg. $96.00).......... 
40 G A L 


(Reg $131.95) Natural Gat 


$ 5 
2 
5 0 


* 5 7 » 


$ 7 1 s o 


women s “Guest Day” medal 
handicap golf tournament. 
Mrs. Cann of the hostess club and Cletp Boyer hammered a 
poured the course in a spark- two-run homer for New York, 
ling performance of onlv 81 Ralph Terry, the fifth Yankee 
strokes for low gross honors. 
pitcher, retired nine straight 
.* ( lass A— Mrs. Ernest Blake batters to gain the victory. 
OPresidioy 8,-16 
71: tie Mrs. 
Baltimore clustered six of its 
Y illiam Rainey, 84-12— 72 and 
... 
. 
.. 
... $ . 
Sirs. Harry Hensler 85-13-72 
n,ne hl,s ,n ,he ,h,rd lnmn* 
Mrs. John Lesoine, 89-1.5— 74., 
outburst. Jackie Brandt 
and 
• Class 
B— Mrs. B. 
Enersen Ron Hansen each drove in two 
fean Francisco). 88-18— 70: Mrs runs with singles in the eight- 


X M. Brown. 90-17— 73; Mrs. run rally. Gene Stephens hit 
IJlmer Hubbell, 94-19— 75. 
his sixth homer for the Orioles 
! Class C— Mrs. E. A. Ostaggi. as they broke a four-game los- 
93-23— 70: Mrs. Arnold Nutting, ing streak. Harmon Killebrew 
93-21— 72; Mrs. Paul Charron. clouted his 19th for the Sena- 
99-23— 76. 
tors. 


LEAGUE OPENING SPECIAL 


PLAID BOWLING BAG, req. $4.00 
BOWLING S H O E S ........req. 6.9$ 
BRUNSWICK BALL 
req. 24.95 
Black Beauty 
ö 
A 36.00 Value 


*31.90 
SPECIAL 
plus tax 


DIABLO BOWLING SUPPLY 
15 Vivian Way 
Glenwood 6-3736 
San Rafael 


Renault Dauphine 


The Car That Invites Comparison! 


DRIVE A NEW RENAULT 
6 MONTHS FREE! 


Get Full Details A t ________________ 


INTERNATIONAL MOTORS 


Marin's Renault - Peugeot Dealer 


415 Francisco 
SAN RAFAEL 
GL 5-1553 


Stall Shower 
q 
| All itrel porcelain com­ 
plete 
with 
chrome 
fit­ 
tings. 


32"x32'' 


Reg. 
$59 50 
$ 3 9 9 5 
f 


D.F. 
Plywood 


4x8 Sheets, A D 


1/4" 


V i" 


v v 


V s" 


V a " 


.. 3.52 
.. 4.54 
.. 5.08 
.. 7.04 
. 7.58 


Close-Coupled 


Toilet 


*21” 


White Sag» S2.ff 


ALL ALUMINUM 
SCREEN DOCRS 
t 
Complete with closer, 
hinges, lock and handle, 
30", 32", 36" wide, 80" 
high. Adjustable height 
and width. 


$11.88 


N o Mail C O D. Orders 


8 Inch 
CEILING 
FANS 


Louvred Windows 


Hardw are & 
P A 


glass only 
H W . . . 
Larger sizes available 


Redwood Lath 


50 pieces, IV j " wide, 


4' lo n g 
Per 
ooo 
Bundle JL 


GREEN 
Fence Paint 
239 


CEMENT 
LAUNDRY 
TRAYS 


2 0 "x2 4 "$795 


Clear Loq Oil 


W aterproof exterior 
Clear gloss 


$ 2 . 4 9 


Reg, value $4.50 
fl«1 


3 ? "X 20" 


COFFEE TABU 
TOPS 


Hardwood Veneer 


•idt 
9 9 < 


REDWOOD 
STAIN 


* 1 .1 9 


Olympic 
Sequoia 
REDWOOD 
FINISH 
Tested, 
Approved 
Lasts Longer 
Reg. 5.95 Gal. 


Now 3 * 7 5 


Hardwood 


Legs 


Brass-Tipped 


¡from 3" to 28” 


each 
and up 
27* 


Porch & Deck 
FLOOR 
PAINT 
Red or Grey 


Gal. 2 . 9 8 


CHARCO AL 
40-lb. Sack 


$I 
88 


MANY OF ABOVE SPECIALS ALSO AT 


BUILDERS EMPORIUM 


369 Third Street 
Son Rafael 
GL 6-S611 
(Mottteeito Shopping Tenter$ 


Sundays 10 a.m. to 2 p.m. 
OPEN 7 DAYS A W EEK ! 


The FISHIN' FOOL 


By RALPH STEVENS, 


l«J Fish and G am e Writer 


Novice Hunters Spoil Deer Meat; 


Here's How To Treat Killed Buck 


Howdy, folks! How proud they were, 
«£. 
those 
deer 
slayers, 
as 
they 
drove 
j f ' 
I k 
through the town with the antlered ani- 
L 
mal perched on fenders of their cars, a 
j P 
tacit admission that they, the mighty 
M 
huntsman, had slain their bucks. 
And, how sad when they attempted 
4 1 
to deposit the kill in the frozen food 
|||5 
locker operated by Bob Bonn, who after 
tfif* jI I I B 
a casual glance at the offering turned 
ST E\ F.NS 
away in disgust. 
I.. 
. 4. 
. 
, 
. 
„ 
mi 
. the feathers, being waterproof 
You 
guessed it. The 
meat 
,, 
, 
of the buck was beyond re-1wlU fluff UP as soon as >'ou 
demption. 
In 
short, 
concise shake the bird later. 
English, it was contaminated, j 
Not so easy with deer, but 
sour, spoiled and just plain rot- the principle is the same. Get 
ten 
rid of all body heat and the 
We had a report from a re- meat will remain sweet, 
liable source that a number of 
deer had been brought 
in by 
Marin 
County hunters 
in 
a 
spoiled condition, so we con­ 
tacted Bonn. That, gentleman 
was a bit reluctant about di­ 
vulging the actual number of 
deer found in poor condition 
or refused admittance to the 
lockers, 
but finally admitted 
that two had been so contami­ 
nated 
that they couldn’t 
be 
saved and were a total loss. 
We gathered there were four 
or five others that 
were in 


Yachtsmen Resume 
Title Competition 


If you don’t know how’ to 
| properly clean and dress out a 
deer, ask someone who does 
know’. Don't be guilty of bring­ 
ing home 90ur venison. 


TH ERE’S SOMETHING we’ve 
been wanting to get off our 
chest for several months. Now 
seems a good time to do it. Lis­ 
ten! Last year we warned all 
sportsmen against using a cer­ 
tain type of “Sportsmen’s Heat­ 
er.” It created carbon monox­ 
ide and was dangerous (several 
poor condition but parts were people died when using it in a 
saved from each. 
j ix>at and trailer). 


SAN ANSELMO LITTLE LEAGUE CHAMPS 


“I DON’T know why deer 
hunters can’t learn to cool the 
meat before loading the animal 
on a car and starting home,” 


Well, we heard of a compact 
catalytic heater being import­ 
ed from France that was claim­ 
ed to be perfectly safe and did 


Eleven victories and five losses was the record of 
the Rotary Club (above), good enough to win the 
hotly-contested championship of the recently-com­ 
pleted San Anselmo Little League. Front row, left to 
right, batboy Dave Alvarado, Brian Grove, Curry 
Miller and Ken Soldavini. Second row', 1 to r, Gerry 


Bonn lamented. Game Warden a wonderful job. We contacted 
A1 Giddings voiced the same the 
distributor. We have tried 
sentiment. 
We echo their w’ords. Why a 
guy will invest a lot of lucre 
in a rifle, ammo and other ex­ 
peases; walk for miles some­ 
times, packing in a deer he has 
killed, only to return home with 
the meat in such condition that 
a self-respecting hog wouldn't 
tackle. 
It's all so very, very foolish. 
Every hunter should know a 
buck must be bled and cleaned 
and COOLED before ever start­ 
ing home with it. Whenever | ing, it broke wide open on Sun- 


one out in our home, and are 
sending it out with a friend to 
be 
used 
in 
his trailer 
next 
weekend and then in an open 
skiff on the Bay. We'll report 
on it shortly. If it works it will 
be a boon in a blind, a trailer 
or a skiff. W e’ll see! 


FISHING? Well, here is some 
news that should make the red 
blood run not in your veins: 
The awaited run of stripers on 
bait has definitely happened. 
After a long spell of poor fish- 


3fnòej)enòent-N3(oumal 
ib o r ló 


Friday, August 19, 1960 


possible the animal should be 
skinned and hung overnight un­ 
til a cowl forms on the cooled 
flesh. Old timers who always 
have fresh, sweet meat, have 
no desire to display their kill. 
They will dress out the deer, 
quarter it and pack if in deer 


day. The Dow’relio No. 5. with 
Skipper Johnny Sivera at the 
helm and a small party aboard, 
came back to Dow relio’s Crock­ 
ett Harbor with 33 bass to 10 
pounds. On Monday, the No. 6 
boat went out in the same area 
(between the Lighthouse and 
bags or wrap the quarters in Buoy 
10, 
according 
to 
the 
burlap or blankets. But, you tides), and netted 33 bass to 
can bet your last white chip nine pounds. On Tuesday, Si- 
those wise guys ALWAYS see vera again had a party. He net- 
that everything they take home, 
deer, ducks, or whatever, has 
no internal heat to sour and 
spoil -the meat. 


GIDDINGS suggested a good 


ted 
45 
nice 
stripers 
to 
11 
pounds on bait and, in addition, 
late in the evening took five 
limits while trolling. Wednes­ 
d a y forenoon (we checked at 


wav to keeo ducks sweet if vou noon) Johnny had already net' 
to Keep auCKs sweet t >ou 
d 
strlpers t0 aroun(j 
10 
intend to ship your days kill 
, 
home that night. “Keep each 
duck 
under the water for at SO, IT IS not a flash 
in the 
least 
a half hour,” advises Al. pan. Our late summer and early 
“That will cool them down and 
fall bait 
fishing 
has 
begun. 


San Rafael Softball Loop 


Schedule To Open Monday 


San 
Rafael 
Men’s 
Softball 
League will open its six-week 
schedule next Monday at Al­ 
bert Field with 11 teams lined 
up in two divisions. 
Teams entered in Division 
“A” and their managers are 
Sohner Tree Service, Keith Fra­ 
ser: McPhail’s, Joe Gereghty; 


Trap Shoot Slated 


Novato Junior Chamber of 


Commerce yesterday announ­ 


ced it will sponsor a trap shoot 


on Sunday, Aug. 28, starting 
at 10 a m. on the John Novak 
Dias 
Ranch 
property behind 
the Club Rio on Highway 101. 
Competition will be open to 
the public. 


j Keaton's, Brad Harden; 666th 
Aircraft Control and Warning 
| Station 
of Hill Valley. John 
Green, Presidio, Sgt. Bill John 
| son. 


In Division “B ” are Fairchild 
Corp., 
Fred 
Rialek; 
Jaycees, 
Robert 
Green. 
Post 
Office. 
Hugh Cassidy; San Rafael Em­ 
ployees. Art Maxwell; Cain Tire 
Service, P. M. McAlonan; Mar­ 
vel Athletic Club, Carroll Var­ 
ner, 


Monday's 
opening 
double- 
header will 
match 
Fairchild 
and MarVel A. C. at 7 o'clock 
|and 666th vs. McPhail. 
Throughout the season 
Di­ 
vision “B ” games will be play­ 
ed at 7 p.m. and “A” games 
at 9 o'clock. 


See the Chßvy Mystery Show in color Sundays, NBC-TV 
■MÜI 
/«.V 
WtSm 
“These trails 
would shake 
the cab off 
an ordinary 
truck... but 
not our Chevy" 


Few trucks are subjected to the 
body-wracking beatings that are 
part of a day’s work for this 
Chevrolet Series 60 pidpwood 
hauler. It’s owned by J. E. Fox, 
North Carolina logging contrac­ 
tor. As Bobby Fox, a partner in 
the business says, ‘ Loaded with 
pulpwood, we drive over stumps 
and potholes you’d think would 
tear the truck to pieces. These 
trails would shake the cab off an 
ordinary truck, but not our 
Chevy. We can average an extra 
load a day . . . make $45 to $50 
a day more with this Chevy than 
we can with the others.” 


In every wreight class these Chevies 
are doing more work at less ex­ 
pense than trucks have ever done 
before. Drive one at your Chevro­ 
let dealer’s. It’s an experience that 
could pay you big dividends. 


4 “That 6-cylinder engine really per- 
forms,” says Bobby Fox. “It’s got the 
lugging power we need in the woods 
and walks right along with a full load 
on the highway.” 


Soldavini, Bill Hickerson, Ed Montpart. Bob Hahn 
and Dave Schneider. Bock row, 1 to r, Manager Bob 
Alvarado, Larry Wood, Dan Busch, Tom McNaboe, 
Don Alvarado. John Storz, Mike Miller and Coach 
Bill Franchini. Missing from photo was Mike John­ 
son. 


R> ALFRED MATSON 


\fter an armistice of prae- 
i ¡icallv two month« the local 
iraternity of yachtsmen return 
to the scene of battle in the 
tit 
Francisco 
Yacht 
Club's 
I Racing Assn champion ship re­ 
gatta this weekend 
It is a two-day event with the 
•ntries m the Handicap Dm 
SI on category getting into ac­ 
tum tomorrow ,.nd t li<* One De­ 
sign class con! ngents engaging 
in combat on Sunday From all 
indications the combined fleets 
will be the sc - urn's best, nu­ 
merically 
It is the first since June 25 
mat carries Hie ail important 
cumulative points that, in due 
course, determine the season’s 
champions and with but three 
such regattas Kit on the cal 
endar, absenteeism at this junc­ 
ture could be !>tal 
In many ot the divisions and 
classes the top contestants are 
but 
a 
few 
points 
apart. 
In 
Cruising Club \, for instance 
the Bolero 
lias but 
a three 
point advantage over her per 
emu al i ival, the Batumi 


AND 
TOMORROW’S 
battle 
should be a cla sic inasmuch as 
the latter has just been fitted 
with a now m 
nsail and spin­ 
nakers re-cut !r, Kenny Watts, 
! 'io famous saibnaker of the 
sou! bland 
\I1 races, unfortunately for 
’ he spectator;, will start 
off' 
Knox Buov, in the area west 


of \ngel Island with the levia* 
Hums in A Division getting thn 
first gun at 9 55 a m . 
followed 
by B. C, 11 
t0. 9. 14, 15, 17 
divisions at Gve-miaute inter­ 
ns in that order. 
Sunday s contest will start at 
lo 40 a m 
w.'h the Farallon 
( Uppers doing the honors and 
the Sea Horses at the tail end 


of the parade off and running 
at 11 55 a m 
FOR \ quick switch to Mar* 
blehead, Mass , reports indicat« 
that local ontrsor. in the 110 In­ 
ternational Race Series aren't 
bearing 
up 
too well against 


m u h sterling competition. 
At 
the 
end 
of 
the 
third 
race, Grant W ilson of Inver­ 
ness is in llth position and Bob 
Klein of Richmond in 14th. Y 
lad from San Diego, Phil Acker 
and Bob O’Connor of New Lon­ 
don, Conn, are 1-2 with but 
one and three fourths points 
separating them. 


Saved By Arrow 
| 
ESTES PARK, Colo. OP) 
A 
now and arrow helped rescue 
a mountain climber f r o m a 
j ledge m Pag Thompson Canyon, 
He had become stranded about 
I 250 feel above the ground after 
losing Ins climbing equipment. 
Park Ranger Terrell Quick 
fastened 
a 
light 
line to an 
arrow and shot it up to the 
(ledge 
The climber used the 
line to pull up other ropes and 
in 15 minutes he was a free 
1 man 


G 
O 
O 
D 
Y E A R^ The World’s First 
Turnpike-Proved Tires 


TAKE YOUR CHOICE 
TUBELESS OR TUBE-TYPE 


...lo save you more! 
From Ihe same lires lhal 
come on new 1960 cars, 
down io ihe 
economy buy of the year! 


* Ml Goodyear Tir»*« are 
Turtipikc-Prov*'d.. • dr-apin^d 


and manufactured to make, 
re* .ipping practical 


TUBE-TYPE 
3-T ALL-WEATHER 


* - ■ “■ 9 5 * 


TUBE-TYPE 
3-T SA FETY ALL-WEATHER 


Sue 6 "0 X 1 5 
B la rk *a ll 


5ir.e 6.70 X 15 
lilai kwall 


TUBELESS 
3*T SAFETY ALL-WEATHER 


Sine 6-70 X 15 
# ~n 
or 7.50 X 11 
IllackwaM 


TUBELESS 
3-T CUSTOM SUPER-CUSHION 


Si/., 6.70 X IS 
« -■ 
x - x / X - * 


or 7.50 X 14 
ULckwall 
1 9 


BU Y NOW— YOUR OLD T IR E IS YOUR DOWN PA YM EN T 


Here’s the greatest line-up of famous tire values ever offered. They're all 
Turnpike-Proved on “The Turnpike that never ends,” Goodyear’s five- 
mile high speed test track at San Angelo, Texas, where speeds over 100 
m.p.h. can be attained. Trade today for Goodyear tires, they’ll give you 
better, all around tire performance than ever before! All sizes, including 
whitewalls now on sale! 


♦plus tax and recappable tire 


fiO O D /fEM 


M O R E P E O P L E R I D E O N G O O D Y E A R T I R E S T H A N O N A N Y O T H E R K I N D 


g o o d / y e a r SERVICE STORE 


WORTH MORE BECAUSE THEY WORK MORE! CHEVROLET STURDI BUT TRUCKS 


Trade now during your local authorized Chevrolet dealer's Truck Value Roundup! 


1531 Fourth Street 
San Rafael 


Plenty of Free Parking 
GL 3-2942 


Open Friday Nights 


650 IR W IN STREET 
SA N RAFAEL, C A LIF O R N IA 
GLenwood 4-3665 


14 3htfrrjtnifrrnt-3nnnial» Friday, August 19, I960 Kennedy's Victory 
s p a c e g r o u p 
. . . 
. . 
\GIVES TIMES 
On Wage Measure f o r s a t e l l it e 
Now Faces House 


AF Ready To Catch 
Scientists 


Discoverer Capsule 


U h tb SPACE— Jerri Cobb. 29. of Oklahoma City, was dis­ 
closed today as the first acceptable woman candidate for a 
trip into space 
She is at the controls of a plane manufac­ 
tured by a company for which she works in Oklahoma. 
(AP Wire photo) 


FEMALE ASTRONAUT 


Woman Passes Tests 


For Space Flights 


OKLAHOMA CITY. Okla (* 
— Jerrie Cobb once said 
Id 
be standing in line" 
for a 
chance to probe outer space. 
She may get her wish. 
The trim, blonde pilot was 
named yesterday as the first of 
12 women volunteers to pass 
the rugged tests that Ameri­ 
ca's 
seven 
male 
astronauts 
passed more than a year ago. 
The announcement came in 
Stockholm. Sweden, from Dr. 
Randolph 
Lovelace, 
the 
top 
medical expert in Project Mer­ 
cury, designed to send a pilot 
into outer space— and get him 
back again. 
He said in a lecture to the 
Space and Naval Medicine Con­ 
gress that the first femf'e into 
space is still far away. 
But he added: "W e are con­ 
vinced that women in due time 
\ull take part in space travels 
and we have already started to s 
compare the test results of 
prospective 
feminine 
space 
pilots with those of the men. 
"We are already in a po­ 
sition to say that certain quali­ 
ties of the female space pilot 
are prelerable to those of her 
male colleague. 
"She weighs much less, con­ 
sumes less oxygen, needs less 
food and has proved herself 
to be better capable of stand­ 
ing psycho-local strains in cer­ 
tain stress situations." 


Miss Cobb, 29. is an execu­ 
tive pilot and sales manager 
for an Oklahoma City plane 
manufacturer. 
Dr. Lovelace said 20 women 
volunteered. 12 were examined, 
and Miss Cobb was first to 
pass the 87 different physio­ 
logical and psychological tests. 
The attractive Oklahoma na­ 
tive stands 5-7, weights 121 and 
has flown even thing from crop 
dusters to jets. 
She has au­ 
thored altitude, distance and 
speed records in recent years, 
is the fourth American ever to 
receive a gold medal from the 
Federation 
Aeronaut ique 
In­ 
ternationale. 
and 
is one 
of 
eight American women pilots 
with a multi-engine rating. 
She started flying at 12 with 
her father, retired Air Force 
Col. W. Harvey Cobb, a Ponca 
City, Okla., auto dealer. 
When the Women's National 
Aeronautic Assn. presented her j 
wth its "Woman of the Year" ! 
award in Washington last Feb­ 
ruary, 
Miss 
Cobb 
said, 
"1 
haven’t 
been 
contacted 
for 
space flights, but I'd be stand-1 
ing in line.” 


WASHINGTON 
The Sen­ 
ate passed the Kennedy mini-; 
mum wage bill 62-34 yesterday; 
with its major provisions large-’ 
ly intact, but the legislation! 
faces uncertain House pros-j 
pects. 
Sen. John F. Kennedy said 
he was quite hopeful the House! 
will agree to most of the Sen­ 
ate provisions. But experience 
on differences between the two; 
branches involving labor legis­ 
lation in 1958 and 1959 cast 
I doubt on this. 
CHIEF SPONSOR 
The Democratic presidential 
nominee was named to head 
the seven Senate conferees on 
the bill. He was chief sponsor 
of ihe Senate version. 
The Senate bill would in- j 
crease the present $1 
wage | 
floor to $1.25 an hour and I 
would bring under the fair la-1 
bor standards act about four 
million workers not now' cov­ 
ered. 
The much less comprehensive 
House bill would fix a $1.15 
minimum 
and 
cover 
about 


1 .400,000 addit ional employees 
i 
WAS DIFFKTLT 
Kennedy headed Senate con­ 
ferees w ho dealt with House j 
delegations on a pension and j 
w elfare 
control 
measure 
in i 
1958 and the broad labor regu-! 
lation bill last year. In Ixith 
cases it proved difficult for the ! 
senators to get the House to 
do any compromising. 
Since then he has been chos­ 
en as the Democratic presiden­ 
tial nominee, a status which 
may or may not affect House 
members' attitude toward his 
requests. 
The House Rules Committee 
also may be a hurdle to any 
conference on the wage bill 
this year 
It has blocked for 
weeks efforts to get a confer­ 
ence on a school aid bill: in 
this case, too. the Senate passed 
a more far-reaching measure. 
Two of the Republican Sen­ 
ate conferees on the wage bill 
will oppose the version passed 
by their branch. 
One of these. Sen 
Barry 
Goldwater 
(R-Ariz.). 
said 
he 
doubted that any legislation on 
the Subject would get through. 
Senate Republican Leader Ev­ 
erett M. Dirksen of Illinois, 
who also will represent the 


Senate, said that if he were 
president he would veto the 
Kennedy bill. 
Kennedy and his supporters 
were able to beat back all 
amendments he opposed except 
one 
concerning 
a 
relatively 
minor provision. 
But the Massachusetts sena­ 
tor did have to make an im­ 
portant 
concession to defeat 
the amendment he considered 
the most serious threat to his 
bill. 
In order to get the votes 
needed to reject this amend­ 
ment. sponsored by Sen. A. S. 
Mike Monronev (D-Okla.t. Ken­ 
nedy agreed to elimination of 
coverage for a b o u t 900,000 
workers. Originally his meas­ 
ure would have brought almost 
five 
million new 
employees 
under the act. 
Those eliminated from the 
bill were employees of hotels, 
restaurants, motels, auto deal­ 
ers and farm implement deal­ 
ers. 


SA X FRANCISCO T — The 
Moffett Field office of the 
National 
Aeronautics 
and 
Space Administration gives 
this schedule of appearances 
over Northern California of 
Echo I. 100-foot balloon sat­ 
ellite, today through Sunday 
(time in PDT, section of sky 
and direction of pass): 


Today— 9:35 p.m., over­ 
head, southwest to north- 
cast; 1137 pm , high north, 
west to northeast. 


Tomorrow 
1 40 
a.m., 
high 
north, 
northwest 
to 
east; 
3:43 a m., overhead, 
northwest to southeast; 5:43 
a m , low west west to south­ 
west; 915 pm 
overhead, 
southwest to northeast; 11:17 
p m . high north, west to 
northeast. 
Sunday— 1 20 a m., high 
north, 
northwest to 
east; 
3:23 a.m., overhead, north­ 
west to southeast; 5:33 a.m., 
low west, west to southwest; 
8 55 p m., overhead, south­ 
west 
to 
northeast; 
10:57 
pm , high rorth, west to 
northeast. 


State Labor Federation 


Opposes Water Bonds 


At Mexican College 
Peter Sagues of 195 Van Win-1 
kle Drive. San Anselmo, who | 
was 
graduated 
from 
Drake 
High School, is attending Mex­ 
ico City College this summer. 


LAMPS 
and THINGS 
611 San Antalmo Avenue 
San An se*Imo Ql 6*3021 


• Lamps in alt price ranges 
• Lamp shades . ... a large 
selection always in stock. 
Over 1,000 varieties f r om 
rwhich to order. 
• Beautiful accessories for the 
home , 
• Custom 
mounting, 
Repairs 
and rewiring. 
2 hours Free Parking at rear 


SACRAMENTO (UP» — Two 
thousand delegates to the an­ 
nual convention of the Califor­ 
nia Labor Federation backed 
their leaders last night and 
voted to oppose Gov. Edmund 
G. Brown’s $1.750,000.000 wa­ 
ter bond issue. 
By a voice vote, the dele­ 
gates 
representing 
1.300.000 
AFL-CIO workers in the state: 
supported an executive com­ 
mittee 
resolution 
to 
oppose 
Proposition 1 on the Novem­ 
ber ballot. 
Delegates also backed the 
committee by refusing to take j 
any stand on Proposition 15, | 
which would reapportion the! 
state senate by giving 20 sen a­ 
tors each 
to 
Northern 
and 
Southern California. 
The water bond issue would 
provide funds lor carrying sur-l 


An 
astronomical 
unit 
is j 
slightly more than 93 million 
miles, the distance between the 
earth and the sun. 


plus northern California wa­ 
ter to the south. Brown appear­ 
ed before the convention earl­ 
ier in this week to urge la­ 
bors support. 
The vote came after an hour- 
long debate by a half dozen 
delegates, most of whom op­ 
posed the water bond. 
The convention had its sec­ 
ond floor fight a few' minutes 
later 
just 
before 
delegates 
voted 361-285 against taking a 
stand on the reapportionment 
issue. 


May Stoneman. of the Los 
Angeles Waitresses Union 639. 
argued against Northern Cali­ 
fornia delegates who wanted 
to go on record against reap­ 
portionment. 
She said that some southern 
uions had gone so far in sup­ 
porting reapportionment that 
to vote against it would put 
them "too far out on the limb.” 
She said that a convention 
stand against reapportionment 
"would make outlaws of us.” 


| 
VANDERBERG AIR FORCE 
BASE 
.T—Air Force Flying 
Boxcars 
left 
from 
Hawaiian 
runways today to try to make 
a flying catch of the falling 
space capsule of Discoverer 
IXIV . 


The latest Discoverer satel­ 
lite, launched yesterday, is cir­ 
cling the globe every 9411 min­ 
utes. whirling toward what the 
Air Force hopes will be a new 
space-age first. 


Last week the capsule of Dis­ 
coverer X III was plucked from; 
the sea near Hawaii by the 
Navy for the first recovery of I 
an item from orbit. 


Today the Air Force hoped 
to make the first aerial recov­ 
ery of such an object. 
The 
transports — trailing trapeze­ 
like rigs—tried and failed to 
snag the capsule of Discoverer 
XIII. 


They lost it. like baseball 
outfielders with the sun in 
their 
eyes, 
because 
t h e y 
couldn't get a radio fix on the 
capsules’s 
beeping 
transmit­ 
ters. 


As before, the capsule was 
to loose from the orbiting rock­ 
et on its 17th pass across the 
North 
Pole. 
Forward-firing 
rockets were to slow' the fail- 
! ing capsule and then, once in 
the atmosphere, a parachute 
was to lower it toward the tar­ 
get area in Hawaiian waters. 
There are only instruments 


in the capsule— nothing alive. 
Some 
of 
the 
instruments 
aboard the new satellite are 
so secret the Air Force won t 
talk 
about 
them. 
Some, 
it 
said, are to provide information 
to help two upcoming series 
of surveillance s a t e l l i t e s . 
Others are to gather data for 
the Navy’s transit navigation 
satellite program. 
It was fired here at 12:57 
p.m. 
Thursday— 15 
minutes 
behind schedule, because of a 
space traffic jam. 
The rocket 
from Discoverer X III was over­ 
head at about the same time, 
and the Air Force waited for it 
to hustle past sc it wouldn't in­ 
terfere with tracking of the 
newest Discoverer. 


To Try Again 


With Courier 


CAPE CANAVERAL, Fla. UR 
—Disappointed space scientists 
will try again soon to orbit a 
Courier military communica­ 
tions satellite. 


The first effort ended two 
and 
one-half 
minutes 
after 
launching when the Thor-Able- 
Star carrier rocket exploded in 
a tremendous flash of fire and 
smoke yesterday. 


The blowup occurred at an 
aititude of a >out, 
15 miles, 
sending the 509-pound payload 
and flaming wreckage of the 
rocket spiraling into the At­ 
lantic. 


REDWOOD FENCING 
BULKHEAD MATERIAL 
2x6” S4S 
9* 


6 ' M 5 4 * 
8 ' , . 7 2 * 


1x8” MS 
6* 
S'«.36* 8'«. 48* 


6’ 
ea. 18*124 


STONE OF ALL KINDS 
Flagstone—Fieldstone 
Red Lava—Black Lava 
Mexican Pebbles 
Black and White Quartz 


Va” PLYWOOD 
4’ x 8’ Sheets 
4.48 


BUILDING MATERIALS 


616 Lindaro St., San Rafaël 
G l 3-1772 
OPEN SATUROAY 
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6th Birthday 
Celebration 
now at 


Make Marin Green and Beautiful! 
Ames Ford 


OF 
GROUND 
COVERS 


TEN DAYS ONLY-AUGUST 12 THRU 21 
AT OUR DOWNTOWN SALES YARD O NLY 
Sunny side Nursery 


130 Sir Francis Drak. Blvd. 
San Anselmo 


GLenwood 3-2701 


W HERE DO M ARIN COUNTY SALARIES G O ? 
A partial answer m ay be gleaned this week 
as employees of Ames Ford start spending 
Silver Dollars as they do their daily shop­ 
ping. All employees (55 of them) were paid 
partly in the dollars which carry a sticker 
on one side stating they were earned and 
spent in M arin. The promotion scheme is a 


part of the auto firm's sixth anniversary 
celebration which is being conducted this 
month. At completion Ames Ford expects to 
have $5,000 worth of silver dollars in cir­ 
culation. Ames' cashier, Donnu Kirchner, is 
shown wheeling a portion of the weekly 
p a y r o l l for distribution to employees. 
(George Wheeler photo) 


All of us at Ames Ford want to thank our many 
friends and neighbors who have made our six years 
In Marin County so rewarding. 


Yes, this is our sixth birthday. W e came to life in 
August, 1954. With your wonderful support w e have 
grown in this short period to become the largest 
volume dealer in Marin County. 


In the photo at the left our pretty cashier, Donna 
Kirchner, is shown wheeling a small portion of our 
w eekly payroll from the Crocker-Anglo Bank. Watch 
for these silver dollars. They will be spent by our 
m any employees right here in Marin County as they 
have spent so m any countless thousands during these 
past six years in grateful appreciation for the support 
and patronage of you Marin residents. 


Below is the roster of our employees. W e are sure 
you will recognize many of them as your friends and 
neighbors. 


Office and Managerial 


Douglas Cowan 


General Manager 
Louis Concilio 


Business Manager 
John J. Bradley 


Sales Manager 
Wm . (Bill) Phillips 


Sales Manager 
W ilbur Pearson 


Service Manager 
John Rupprecht 


Parts Manager 
Betty Dunn 


Office Manager 
Dee Cooley 
Donna Kirchner 
M elville Maus 
M arie O liva 
Lorraine Smith 
Harold W right 


Salesmen 
Ja y Bridges 
Perry Brown 
Bob Bullock 
Claus Coeler 
John Clahon 
Tom Edwards 
Uncle Dick Ferestad 
Don Fraser 
Ray Grinsel! 
Ja y Leatherwood 
Chick M eador 


Leigh Melville 
Jim Oberg 
David Royer 
Tex Scarbrough 
Andy Serio 
Stuart Stevens 
Dave Teboe 


Sen ice Dept. 
Gene Austin 
August Bellas 
A. J. Bottini 
Gordy Hughson 
Ed Kothgassner 
Kenneth Lopes 
John Miller 
Cliff Moore 
Fred Rackey 
Clarence Silveira 
Dick Sparrow 
Phil Sullivan 
Cloid W atts 
Donald W ebb 
Bill Weldon 
W alter Couch 
Bob Madden 
George Meierdierki 
Jo e Moock 
Art Nichols 
Aaron Jordan 
G ary Petersen 
Rudy Bush 
Tom Hollister 


Cash and Carry — No Dealers. Limit SO per customer 


Fill bare spaces quick and easy 
with these low maintenance, easy-to- 
grow plants. Full sun and little water 


SPREADING 
JUNIPERS ... 
STAR 
JASMINE ... ,,s 


TRAILING 
ROSEMARY... , „ 


‘WONDER TALES OF OLD' to be presented in the 
summer theater group of Ross-Kentfield-Greenbrae 
unit of Junior Theater of Marin has many spectacu­ 


lar scenes. In the one above are, from left, Lois 
Richart, Martha Wertheimer, Claudia Little, Julie 
Ann Dashiell, Theresa Metzger (in tree), Esther Bul­ 
lard, Cathy Bays, Louis Dwyer and Deborah White. 


Mill Volley 
WSCS Group 
Sets Lunch 


The 
Woman's 
Society 
of 
Christian Service of the Mill 
Valley Methodist Church will 
start 
its new year Tuesday, 
Sept. 6. with a luncheon in 
Fellowship Hal! celebrating the 
20th anniversary of the world­ 
wide organization. 
Charter members of the Mill 
Valley society will be honor 
guests at the luncheon 
Mrs. Percy Bosanko, program ! 
chairman for the day, has an­ 
nounced the subject will be ! 
"The Chart and Compass.” 
On the luncheon committee 
are Mesdames 
Leslie 
Hicks, 
Gunnar Anderson, C. R. Hick­ 
son, Edgar Nelson and Miss 
Gladys Elam. 


PANDORA’S BOX will open to reveal 
two sinister characters, Gregory Hub­ 
bard and Kathleen Gundry in the per- 


formance of “ Wonder Tales of O ld.” 
In foreground are Melanie Lines and 
Susan Pease (Pandora), At right is 
Tommy Worth as Epimetheus. 


ann momen 


SECOND SECTION 
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MILL VALLEY 
St. Francis Mission Workers 


GIRL f e t e d 
Preparing For Fall Festival 
IN FAREWELL 


APHRODITE (Victoria S c h m i d t ) 
smiles as her servant (Robert Foster) 
Carries out her orders. This is anoth­ 
er of the impressive scenes of “Won­ 


der Tales of Old." The performance 
will be staged on the Clair de Lune 
Platform at Marin Art and Garden 
Center at 4 p.m. tomorrow and Sun­ 
day. (Independent-Journal photos) 


'Wonder Tales Of Old' To Be 


Given By Junior Theater Group 


“ Wonder Tales of Old" is the 
enchanting tilie given to tales 
of Greek mythology to be pre­ 
sented tomorrow and Sunday 
by children in the summer 
theater group of the Ross-Kent- 
ficld-Greenbrae 
Unit 
of 
the 
Junior Theater of Marin. 
A 
complete performance will be 
staged on the Clair de Lunc 
Platform at the Marin Art and | 
Garden Center at 4 p.m. each j 
day. 
The summer program, which 
is made possible by proceeds 
from 
the 
renowned 
Ballet 
Aquacade, is held twice weekly 
from July 7 to August 18 on 
the delightful grounds of the 
Marin Art and Garden Center. 
Now in its sixteenth year of 
continuous 
production, 
the 
summer theater of the Ross- 
Kentfield-Greenbrae unit is the 
oldest 
in 
the 
county. 
This 
group is especially fortunate in 
securing the services of Marion 
Hayes Cain who is directing 
for the ninth year. 
As it is | 
impossible to find a script for, 
one 
hundred 
children. 
Mrs. 
Cain with the nelp of the chil­ 
dren developed and created the 
play from the central theme. 
In previous years tales from 
the Arabian Nights and Tales 
of the Grimm Brothers have 
been used to provide the cen­ 
tral theme. 
Mrs. Edward Bullard Jr and 
Mrs. Douglas A. Pease are co- 
chairmen of the summer work­ 
shop. 
Children who partici­ 
pate not only may take part 


in the play but may also help 
with the script, scenery, cos­ 
tumes, or properties according 
to their abilities and interests. 
Activities also include story­ 
telling and dancing, both based 
on the central theme. 
This summer, the children 
who 
worked 
on 
the 
script 
studied all the Greek myths in 
detail and finally selected eight 
gods around which to build 
their play. 
They have divided 
the play into three acts—Act 
I Pandora, Act II King Midas, 
Act III Persephone. 
Children from 
the 
fourth 
through the eighth grades who 
are participating are: Alison 
Amonette as 
Princess 
Mari­ 
gold: Elizabeth Bullard as the 
Golden Princess; Carolyn Coch­ 
rane as Athena: Kathleen Farll 
as Hope; Susan Fowler as Apol­ 
lo; Cynthia Spalding, Gail and 
Marion Gilboy as the Three 
Fates; Marilee Griffith as De­ 
meter; 
Susan 
Henderson 
as 
Hades; 
Melange 
L i n e s 
as 
Hermes; Pam Myers as King 
Midas: Susan Pease as Pandora; j 
Lois Richert as Pan; Victoria: 
Schmidt as Aphrodite; Bobby j 
Schmidt as Eros iCupid); Mary | 
Wertheimer as the Inner Voice: 
Martha Wertheimer as Perse­ 
phone; Julie King, Nancy Gil­ 
boy, Bill Brannigan and Eliza­ 
beth Bullard as Temptation; 
Don Irey, Bill Brannigan and 
Bud Foster as servants; Craig 
Cochrane. Mary Wertheimer, 
Susanna Rogers as playmates 
to the princess; Hilary Stott, 


Reunion Held 


At Hammers 


A family reunion with their 
two sons for the first time in I 
three years was held Satur­ 
day by Mr. and Mrs. Paul A. 
Hammer at their San Anseimo 
home. 
The sons are Capt. Paul E. 
Hammer 
from 
Norton 
Air 
Force Base near San Bernar­ 
dino, who came up with his 
wife and three children, and 
25-year-old 
Roger 
Hammer, 
who stopped over after a vaca­ 
tion trip to Manila and the 
Ear East. 
He has returned by 
jet plane to Mobile, Ala., where 
I e is a reporter for the Mobile 
Press Register. 
Also at the family gathering 
were Mrs. Hammer s two sis­ 
ters and their families, Mrs. 
and Mrs. James K. Singleton 
Mid Keith S'ngleton of Hay- 
Uard and Mr. and Mrs. John R. 
Cummings of Greenbrae. 


Frances Oman, who left 
Wednesday for Sondrio, Italy, 
was feted at a surprise fare­ 
well party given recently by 
her friends at the home of 
Nancy Williams, daughter of 
Mr. and Mrs E. A. Williams 
of Mill Valley. 
Under an American Field 
Service Scholarship, Frances, 
who is the daughter of Mr. 
and Mrs. Donald Oman of 
Mill Valley, will attend a 
classical high school for five 
months in Sondrio and will 
live with the family of the 
headmaster of the school. 
Frances and Dee Dee Ha­ 
ney of San Rafael, another 
exchange student under the 
American Field Service plan, 
are traveling by train to New 
York. After a few days of 
sightseeing Frances will em­ 
bark on the S.S. Seven Seas 
for Rotterdam. From there 
she will go to Milan to be 
met by her hosts. Professor 
and Mrs. G. E. Balatti. 
Sondrio is not far from the 
Swiss border, about 25 miles 
from Lake Como. 


Many members are at work 
preparing for the ninth annual 
Fall Festival of St. Francis 
Episcopal Mission in Novato to 
he held on the grounds of the 
mission on Sent 17. The beau­ 
tiful oak trees on the site at 
Fifth and Grant streets made 
an ideal setting. The festival 
is an annual event sponsored by 
the Episcopal 
Churchwomen. 
This year s proceeds will go to 
reduce the mission’s debt. 
Mrs. Richard Fuller and Mrs 
Burke Edwards are the general 
chairmen of the event and have 
made all the final plans and 
named their committee heads. 
“We are striving to make this 
the 
most 
attractive 
festival 
ever.” said Mrs. Fuller, "with 
many new surprises, and food 
fun, and fancies for everyone.” 
Chairmen are: Mrs. George 


Gasperone, plants; Mrs Harry 
Reynolds, sewing; Mrs. D. E 
Morrison, books; Mrs. Frieda 
Caffin, children’s bargain base­ 
ment; Mrs. L H. Potter, white 
elephants; Mrs 
William Win- 
bcrry. candy; Mrs Ardaih Mad­ 
dox, cakes; Mrs. Joseph Wright, 
delicatessen; Mrs. R E. Jacob­ 
son, stationery; Mrs. Kenneth 
Rowland 
and 
Mrs 
Glendine 
Cat ton. Christmas decor and 
novelties; 
Mrs. 
John 
Cassil, 
fortune«; Joseph Wright, horse­ 
back rides; Mrs. Mary Wood. 
Arabian horses; and the hot 
dog and cokes booth will have 
a father and son combination 
at work. Maj, Burke Edwards 
and son, Tommy, and Capt 
William Winberry and son, Jer­ 
ry. The Chi Delta's, the youth 
group of St. Francis Mission 
well serve at the luncheon and 


Style Winners 
Get Medals 
From State 


SACRAMENTO—Gold medal 
winners in the I960 California 
Fashion Exposition have been 
announced by California State 
Fair officials. 
Seventy gold 
medals wer* 
given to 32 California apparel 
manufacturers for entries m 
women s, men’s and children’« 
fashions. 
Women’s fashions, running 
the gamut 
from a Cerulean 
mink stole to a sequinned satin 
cocktail sheath to a swimming 
suit 
designed 
expressly 
for 
water sports, are a testimony 
to California apparel firms that 
are earning nationwide recog­ 
nition not only for trend .vet­ 
ting sportswear designs, but 
for formal and daytime dress. 
Combining the medalists in 
women’s wear, a fashion con­ 
scious woman would have a 
wardrobe that would outfit her 
in the best of taste for an Euro­ 
pean tour or for a busy home- 
makor’s activities. 
Garments were broken info 
five separate categories includ- 
ing women’s wear, girls’ wear, 
infants 
and 
toddlers’ 
wear, 
lK>ys’ wear, men’s wear and a 
miscellaneous grouping. 


Nancy Bruce 
Soon To Wed 


Nancy mien Bruce and Dr. 
Jon Barr Applequist will be 
married Aug. 27 in a 3 o’clock 
ceremony at the First Congre­ 
gational Church in Berkeley. 
The reception will he held at 
the Berkeley home of Nancy’s 
grandmother, Mrs. Edward H. 
Schulz 
Maid of honor for her sister 
will be Diana Bruce of Berke­ 
ley, a reporter on the Independ- 
ent-Journal staff. Beltv Bruce, 
the bride’s youngest sister, will 
be bridesmaid 
Jon’s two brothers also wiH 
form part of the wedding party. 
Best man will be Dr. Douglas 
Applequist of IJrhana, 111., and 
Reid Applequist ot Berkeley 
will he an usher. 
Nancy 
returned 
home 
in 
June 
after 
nine 
months 
in 
Sheffield, England, where she 
worked as a YWCA club leader. 
Her parents are Mr. and Mrs. 
Albert W. Bruce of Berkeley. 
Her fiance, son of Mr, and 
Mrs. Einar Applequist of Berke­ 
ley, is an assistant professor of 
chemistry at the University of 
California. 


operate 
all 
t h e 
children's 
games. 
The ever popular Pet Booth 
will be under the supervision 
of Mrs. James Silk and Benny 
Edgar, son of Mr. and Mrs. Ben­ 
jamin Edger. 
i 
Tickets for the luncheon held 
at the noon hour on the Festi­ 
val Day, will soon go on sale, 
and those wishing to should 
make their reservations well m 
advance. 


Carol 
Worth, 
Robin Wilner, 
Marian Wieser, Valerie Smith, 
Lucretia Sias, Eleanor Rogers, 
Mary Morris. Theresa Metzger, 
Claudia 
Little, 
Betty 
Jane 
Gnerich. Paul Forsyth. Laurie 
Berg and Georgie Arnold as 
nymphs. 
Younger children who are 
taking the parts of the worldly 
woes that come out of Pan­ 
dora s Box and the woodland 
creatures who travel with Pan! 
are: Bob Albritton. Michael All-1 
port. Ann Arnold. Scott Bar­ 
rie. 
Jennifer 
Barry. 
Cathy! 
Bays, Gary Berg, Esther Bul­ 
lard, 
Brenda 
Bury. 
Joseph 
Christian. Mike Christian. Ann 
Coleman., 
Karen 
Coleman, 
Cathy Conner, Cammy Curley, 
Julie Dashiell, Donna Dorward. 
Lee Ann Dwyer, Louise Dwyer, 
Beverly 
Ecker. 
Marchie 
Er- 
skine, 
Laura 
Gilboy, 
John 
Goepp, 
Nancy 
Gray. 
Kath­ 
leen Gundry, Robin Herman. 
Jill Hersh. Gregory Hubbard. 
Brent 
Huber, 
Scott 
Huber, 
Sherman Little. Mimi Little, 
Jennie McCoy, Martha McCoy, 
Laura 
Michaelsen, 
Marsanne 
Milmoe. Merril> Milmoe, Bar­ 
bara Moseley, Juliet Newell. 
Diane Newton. Judith Newton. 
Dorothy Niccolls, Caren O’Don­ 
nell, Jimmy Oser, Peter Phelps, 
Roger Richert. Janice Richert, 
Hamilton Rogers. Madaline Rol­ 
lins, Allison Rollins, Lucinda 
Scales, Bobby Schmidt. Caro­ 
lyn Smith, Karin Sonnenberg, 
Robert 
Sonnenberg, 
Michael 
Stock, Kathy Tessin, Beth Wie­ 


ser, Sherie Wilner, Deborah 
White and David Young. 
Working on the stage sets 
under the direction of Mrs. Ray 
Hubbard are Jed Bullard, Bob 
Foster, 
Bill 
Partridge, 
Lois 
Richert, Victoria Smith, Car­ 
olyn Cochrane, Susie Hender­ 
son and Don Irey. 
Costume 
design and sewing has been 
under the leadership of Mes­ 
dames Laurence Dashiell. Duf­ 
fy Henderson, James Bays and 
Richard Gray assisted by many 
mothers. From Dick Ford’s ad­ 
vance students, four girls have 
carried on the dancing pro­ 
gram - Diana 
Carr. 
Arlene 
Okubara. Wendy Philbrick. and 
Julie Taylor. * Mrs. 
Paul F. 
Chaffee, who works profession­ 
ally with wood fiber flowrers, 
has generously given of her 
time to instruct the children 
in the making of flowers w hich 
will he used as garlands. Head­ 
ing the many-faceted property 
committees 
have 
been 
Mes­ 
dames Barbara Schmidt. Rich­ 
ard 
Foster, 
Joan 
Metzger. 
Charles 
Worth 
and 
Richard 
Morris. 
Pam Myers has made 
an outstanding contribution in; 
the script department by writ­ 
ing the King Midas act. Mes­ 
dames Walter Goepp, Gordon 
Cochrane, Richard Erskine, Da­ 
vid Dorward. William MoSely 
and Alfred Spalding have as­ 
sisted wtih the typing. 
Officers of the unit are Mes­ 
dames Russell Dwyer, Louis 
Otto, Robert Fitzhenry and C. 
R. Leinmger. 


More Playtime 
For Everyone 


Summer means fun for the 
kids, but often more work for 
Mother. 
To cut down on sum­ 
mer cleaning lime, 
mothers 
need practical floors— floors, 
for instance, that don’t require 
waxing, are waterproof, can’t 
scratch, and will clean in a 
jiffy. 
Real ceramic tile fits this 
description and has the advan- 
take 
of 
being attractive 
as 
well. 
It comes in a variety of 
colors and textures and com­ 
plements other quality mate­ 
rials. 


Table Tricks 
Stunning 
tables 
can 
cost 
little more than a bit of brow­ 
sing and a touch of imagina­ 
tion. 
If the idea if a circular 
coffee table appeals to you, at­ 
tach legs to an old 
wagon 
wheel and surface it with a 
glass top. 
Or scout second- 
stores for an old table that 
can 
sparkle 
anew 
with 
a 
sprightly surfacing of ceramic 
mosaic tile. 
Ceramic mosaics 
offer a wide color range, in 
many intriguing shapes and 
sizes, and can be arranged in 
a limitless variety of patterns 
and designs. 


After-Five Bags 
The newest after-five bags 
are clutch style and made of 
soft and draped satins, suedes. 
Many are beaded overall. 


Ironrite 
Ironers 


*229” 


Low down payment 
Easy terms 


ON IRONING DAY! 


Breeze through all your ironing-— everything 
from flatwork to frills — while you sit down, 
comfortable and relaxed. You’ll be amazed at 
how quickly and easily you’re finished, and your 
clothes will have a beautiful “like-new” sheen. 
Complete home instruction is included with 
every Ironrite. 
Let us show you that Ironrite is the happy, 
easy way to iron. Come in today for a FREE 
demonstration. 
CATEY'S APPLIANCES 
IRONRITE... EXCLUSIVE AT CATEY’S! 
1501 Son Ansel mo Ave., SAN ANSELMO, 6L 3-803? 


Methods To Simplify 


Housework Reported 


THE NEWLY FORMED Alarm Coun­ 
ty Woman's Bowling Association will 
have a kick-off brunch meeting at 
Bermuda Palms on Sunday. 
Above 
four of the members discuss plans. 


Seated (at l e f t ) 
Marilyn Epidendio, 
secretary, with 
Frances 
Wayman, 
treasurer. Standing (from left) Ruth 
Rowden. second vice president; Dot 
Rosso, sergeant at arms. 


WOMEN BOWLERS ORGANIZE 
MARIN COUNTY ORGANIZATION 


The newly organized Marin County Woman’s Bowling 
Association will have a kickoff brunch meeting at Bermuda 
Palms on Sunday commencing at 11 a .m. Members and 
their guests are asked to remain for the open meeting fol­ 
lowing at 1 p.m. Tickets for the brunch may be obtained 
at any of the local bowling establishments. 
Highlights of the meeting will be the installation of 
officers and selection of the city tournament site bailed on 
membership approval of bids submitted by the various 
bowling lanes. 
The officers recently met at the Country Club Bowl­ 
ing I^anes to complete plans for the brunch meeting of 
the membership. 
Julie Smith is president of the new organization, Corina 
Bacigalupi and Ruth Rowden, first and second vice presi­ 
dents, respectively; Marilyn Epidendio. secretary; Frances 
Wayman, treasurer; Dot Rosso, sergeant-at-arms, and Jean 
Molino. assistant secretary. 


New York’s Catskill Moun­ 
tains once were an important 
• center of charcoal production. 


TW. 2-2424 
N 
Ow 
¡Ernie Kovacs • Jack Warden 


—TECHNICOLOR— 
|s< Ri;WBALL COMEDY! 


a D 
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Cart For Gardening 
For Baby's Bottle 


A cart for gardening supplies 
has a bin in the front to haul 
fertilizer and the like. A rear 
basket holds small tools and 
supplies. A built-in rack holds 
long-handled tools. 
The 
cart 
folds easily for storing when 
not m use. The tires are pneu­ 
matic. 


CUDDLE-CIRCUS HIT! 


A new device for testing the 
temperature of baby’s bottle is 
held against the bottle by an 
elastic cord and a copper band. 
Heat from milk flows through 
the copper band to the ther- 
mometeer. 


j r o r 
“ od 
TWDEKS donato 
L 
CRISP 
i lïïriftffl j 
GLENN FORD 
The % 
debbie Ga zeb o 
REYNOLDS:- 
Orvi 


"GAZEBO” 7:00—10:47 
DEBORAH 
HERR 
YUL 
BRYNNER 
IK MiTROCOlQR 
■■JOURNEY" at 8:42 Onlv 


in j ia u u W k iif ij t 
It’s FUN, not work, to whip 
up this cuddle-top circus! Tots 
love lively colors, happy faces. 
Gay as a circus: Easy-to-cut 
felt adds novelty trim to clowns 
and woolly lion. Just 2 pieces 
for each toy. Pattern 560; trans­ 
fer of 3 toys; directions. 
Send 35c (coins) for this pat­ 
tern—add IOC for each pattern 
for Ut-class mailing 
Send to 
NEEDLECRAFT DEPT., Inde­ 
pendent-Journal 1040 B Street. 
San Rafael, Calif. Print plainly 
Pattern Number, Name, Ad­ 
dress and Zone. 
New! New’! New! Our 1960 
Laura W h e e l e r Needlecrafi 
Book is ready NOW! Crammed 
with exciting, unusual, popular 
designs to crochet, knit, sew, 
embroider, quilt, weave— fash­ 
ions, home furnishings, toys, 
gifts, bazaar hits. In the book 
FREE—3 quilt patterns. Hurry, 
send 25C for your copy. 


SHOP 


HIWAY 101, SOUTH OF GREENBRAE BRIDGE 


Turn at Lucky Drive 
Clearance Sale 
GARDEN FURNITURE 


Savings From 25% to 50% 
Limited Quantity — Shop Early 
ALUMINUM 
Reg. 


19 95 


PORTRAITS - PASSPORTS 
RELIGIOUS ARTICLES 
GIFTS - FRAMES 
FRAMED PICTURES 
GASBERG STUDIO 
Est. 1810 
ISll Fourth St. 
San Rafael 


FULL SIZE CHAISE with 3" box 
canvas pad ........... 
.......... 


FOLDING CHAISE, Green/White, 
Yellow/White Webbing 
... 
16.95 


1 PASSENGER GLIDER with 3" box 
canvas pad 
24 95 


2 PASSENGER GLIDER with 3" box 
canvas pads 
39.95 


1 PASSENGER WEB GLIDER 
Yellow/White ..................................... 19.95 


2 PASSENGER WEB GLIDER 
Yellow/White, Green/White ................24.95 


FOLDING CHAIRS, table height 
Green/White .............. 
9.95 


DELUXE CALIFORNIA LOUNGER, 
Red Strapping ................................... 34.95 


DELUXE CHAIRS, 
Red Strapping ...................... 
19.95 


DELUXE CHAIRS, 
Yellow Lacing ................................... 19.95 
REDWOOD 


Reg. 
4 FOOT REDWOOD TABLE 
Folding Legs 
19.95 
ARMCHAIR with 3" box 
canvas pad 
19.95 
DELUXE ARMCHAIR with 3" box 
canvas pad ..................................... 24.95 
MODERN SLAT TABLE, 
24"x48", angle iron legs ................... 39.95 
SLAT GARDEN BENCH 
with iron frame ................................. 29.95 


NOW 


1 4 ” 
9 ” 
16” 
24” 
12” 
16” 
4 ” 
19” 
12” 
12” 


NOW 
895 


1 4 9 5 


1695 
2495 
1495 


• OPEN SATURDAYS A N D SU N D A Y S (Closed W ednesdays) 


• PLENTY O F P A R K IN G 
• TELEPHONE W A B A SH 4-4914 


C HA RG E KEY - B A N K A M ER IC A R D W ELCOME 


Homemakers, who simplify 
their work, save energy. And 
doing things the easy wav may 
help some women to save their 
hearts. 
Here are some tips the Marin 
County Heart Assn. provides 
on how to make housework eas- 
ser. Planned especially for car­ 
diac housewives who have been 
advised to “take it easy,” these 
hints are useful for any home­ 
maker who wishes to accomp­ 
lish her many tasks success­ 
fully and still have time left 
over for family fun and recrea­ 
tion. See if your life isn’t made 
easier by following these sim­ 
ple suggestions. 
PACE: find your own rhyth­ 
mic. 
relaxed 
way 
of 
doing 
things and stick to it. Playing 
music while you work may help 
you relax. Hasty thinking and 
hasty working seldom accomp­ 
lish what you want. 
PLANNING; use tables on 
wheels. They are good for as- 
semblying 
and 
transporting 
food, dishes, groceries, clean­ 
ing supplies, laundry and many 
other 
things 
from 
place 
to 


place. They save heavy lifting. 
They also provide welcome ex­ 
tra work space where it is 
needed. 


Save 
steps 
by 
organizing 
jobs so that you stay on one 
floor of your home or in one 
area of yur apartment until 
the job is finished, if possible. 
C L E A N I N G: make sure 
you re using the most conven­ 
ient appliances you can afford. 
Long-handled 
d u s t 
p a n s , 
brooms and mops save much 
stooping. Two dust mitts, one 
for each hand, speed the clean­ 
ing chore. Assemble and keep 
all cleaning supplies together 
in a basket. 
SIT TO WORK: you can sit 


to Iron, clean vegetables, feed 
the baby, wash dishes, make 
marketing lists and do many 
other tasks. 
AT THE STOVE: store sea­ 
sonings, 
serving 
dishes 
and 
utensils needed at the stove 
right next to it, on easy-to-; 
reach shelves. You may find 
open 
shelves 
preferable 
be­ 
cause they make it easier to get 
at supplies. Many utensils such 
as stirring spoons and pancake! 
turners can be hung on walls 
near the stove. 
Having a stove with a high 
oven eliminates stooping. 


AT THE SINK: the 
right 
height is important. If your! 
sink is too low', you strain your 
back by stooping to do dishes. 
A rack in the sink underneath 
your dishpan will raise it to a 
more comfortable height. If the! 
sink is too high to sit at com­ 
fortably in a chair while wash­ 
ing dishes, use a kitchen stool 
with a comfortable leg rest and 


preferably with a back support | 


Scald dishes and let them 
drain dry. 


Center your vegetable and: 
fruit preparation around the 
sink 
and 
have 
knives 
and 
strainers handy to it. 


IRONING: sit to iron 
The 
chair should support your back 
and be a comfortable height to 
enable you to use the same arm 
movements as when you stand 
First assemble everything you 
need within easy reach. Place 


dampened clothes at your 
preferably on a portable table) 
and set a rack to hold ironed 
clothes at your right. 
Other helpful hints, a com- 
plete motion study check list 
and suggestions for efficient 
kitchen arrangements are in- 
eluded in a booklet titled “The 
Heart of the Home.” The Ma­ 
rin County Heart Association 
in San Rafael makes this book­ 
let available to all homemakers 
interested in saving energy’ by 
simplifying their work. 


SAN ; 
mm 
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Box office opens 6 4ft 
Show at 7 P.M. 
"RAT RACE" 
7:20 - 10:45 


ann 
W comen 
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RAFAEL — “Please Don’t Eat 
the Daisies,” 7:08-9:15. Last 
complete show—9:00. 


TAMALPAIS — “Rat 
Race.” 
7:20-11:00. Also. "Walk Like a 
Dragon,” 9:10 only. Last com­ 
plete show—9:00. 
SEQUOIA — 'South Pacific,” 
8:00 only. 
LARK — “Wild Strawberries” 
7:00-10:15 Also. "The Magic­ 
ian," 8:35 only. Last complete 
show—8:30. 
MARIN MOTOR MOVIES — 
‘ Wake Me When It's Over,” 
8 30 only. 
Also. “The Last 
Angry Man.” 10:50 only. Last 
complete show—8.50. 
FAIRFAX — “Greatest Show on 
Earth” 8:50 only. Also “G al­ 
lant Hours” 6:45 - 11:20. Last 
complete show 8.50. 


HELD OVER 
ONE COMPLETE SHOW 
THIS EVENING 
Box Of lice Opens. 7:30 
Show Time 8.00 
RODGERS 
tHAMMERSTEINS 


J f w K S ® 
fi 


/ > 
. ROSSANO 
I 
BRAZZI 


MITZI 
* 
GAYN0R 


• J0HN#KERR 


SATURDAY EVENING 
2 COMPLETE SHOWS 
6:00 - 9:00 


JAMES C A G N É Ÿ 1 


A d m i r a l H a l s e y in 
j 


T H EOallant 
ours 
w.t* D EN N IS W E A V E R 


t * f . M O ’ M*. . ' Wi n * • • 
i t » 


O » <9 O o o O o 
THE MOTION PICTURE FOR EVERYONE! 


Ceci/SOeM /le'S 
O O Q 
O 
o O Cj C> O O o « 


1nttaESM 
* Pwmouni Rj-p-'j 


[FAIRFAX 
TONIGHT FROM 7 P.M. 
Continuous Sunday From 2 P.M. 


STARTS 
SUNDAY 


Continuous 
From 1:30 P.M 


From 
the 
boldest 
story 
of love 
in and 
out of 
m arriage! 


SO - 
V 


. uftA BAU*. 


■ c f O N A ' / i i : 
: 
PATACA O Nf A\T 
♦t tu 


C IIK ÍE N / T a S C O P L E É 
CÔL0R by DELUXE 


Added— Cartoon— Travelscope in Color 


TWILIGHT TO 
SUNRISE SHOW 
TOMORROW 
FIVE 
5 
FIVE 
BIG FEATURES 
"W AKE ME 
WHEN IT'S OVER" 
ERNIE KOV ACS 
"THE LAST 
ANGRY M A N " 
PALL MUM 
"PAL JOEY" 
FRANK SINATRA 
“JEANNE EAGLES” 
KIM NOVAK 
"3:10 TO YUM A" 
GLEN FORD 


— 
JACK OAWE/KAY MEDfORD/DON R iC K LE S/-* ¡am tm T 
m m m v m m m 
lalso—"WALK LIKE A D RA G O N " Jack Lord-Nobu McCarthy 


motor movies 


TWO FILM TRIUMPHS 
FROM ONE OF THE MOST 
GIFTED AND CREATIVE 
DIRECTORS OF OUR TIME 
INGM AR BERGMAN 


e 
? 
You'Ll Gasp/ 


AT THIS OCCULT, 


EERIE EXPERIENCE 


INTO THE 


SUPERNATURAL . . , 


%(Jmar Bergman's 
'¡mm 


7H 


A JEWELED HORROR 
TALE'—v y 


“EXCITING!* 


Shown At 8:30 Only! 


ALSO 


A Film Poem that Wanders 
Through the Borderland Be­ 
tween the Dream-world of 
Life and the Real World of 
Dreams. 


INGMA* 
b i r g m a n s 


7:00— 10:15 


FOR ADULTS ONLY 


JUST 19 MORE 
DAYS TIL SEPT. 7th 


L DAY 


(l is for laughs) 


STARTS 
SUNDAY 
at the 


KIRK DOUGLAS 
KIM NOVAK 
ERNIE KOVACS 
BARBARA RUSH 


ADULT 
Entertainment 


NOT 
Recommended 
for 
Children 


W H E N W E M E E T 


C 
H 
l M 
E 
M 
A 
S 
C 
O 
P 
E 
IN E A S T M A N C O L O R 


Added Hit 
L_ 


SPY NETWORK UNMASKED?] 


ERNEST BORGNINE • kerwin mathews 
Giant kiddie matinee 
SA T U R D A Y A T A L L 
RAFAEL 
-STARTS: 


Latest Adventures of 
JUNGLE JIM in 
r 


"Jungle Moon 
Men" 


plus 
"Please Don’t Eat 
The Daisies" 
a 


in TECHNICOLOR 
DORIS D A Y - 


DAVID NIVEN 
plus 
Stooges Comedy 


TAMAIPAISKS 


SCIENCE FICTION 
SPECIAL 


2 THRILLING HITS 
"The Attack of 
the Puppet People" 


also 
"W ar of the 
Colossal Beasts" 


plus 
Color Cartoons 


SEQUOIA' 
5TARTS- 
12:30 


Your ALL 
Time Favorites 
BUD ABBOT in 
"30 Foot Bride 
of Candy Rock" 
in a riot of Laffs 
plus 


THE BOWERY BOYS 
in 
"Spook Chasers" 
plus 
Color Cartoons 


TREMENDOUS 


DISCOUNTS 
UP TO 


(Fair Trades Excepted) 
BUY NOW 
AND SAVE 


BROWSING HAPPILY among the articles which 
will be on sale tomorrow at the traditional rummage 
sale at Stinson Beach, held under sponsorship of 
Stinson Beach Allied Arts, are (from left) Alvin A. 


Liver, Bocon Spread 


Chop 
4 
slices 
bacon 
and 
cook until crisp 
Remove ba­ 
con. cook 1 pound thinly sliced i 
beef or pork livei 
in bacon 
droppings slowly until brown­ 
ed but not hard. 
Put liver 
through food chopper and com- j 
bine with bacon. 4 cup chop-1 
ped celery, 1 tablespoon pickle 
relish and x 2 cup mayonnaise. 
Serve 
as 
sandwich 
spread. 
Yield: 2 cups. 
“ 
-------- 
Mint Chocolate Tarts 


Fold chopped or slivered al­ 
monds and a little whipped 
cream 
into 
cooled 
packaged 
mint-chocolate pudding. Spoon | 
into meringue or cooky tart 
shells to piake a luscious sum­ 
m er dessert. Garnish with al­ 
monds and mint sprigs. 


T E A C H E R ’S PET 


Eustis, reading “ 20,000 Leagues I ’nder the Sea.” 
Mrs. Otto Rasmussen. Mrs. W alter Marble and Mrs. 
Elwood Frink. The sale begins at 10 a.m. tomorrow 
and will continue through Sunday and Monday. 


MANY BARGAINS will be found at 
the Stinson Beach rum m age sale. 
Seated at front in picture is Mrs. 
Alvin A. Eustis, president of Stinson 
Beach Allied Arts and general chair- 


man of the sale. Others pictured are 
from 
left: 
Frank 
Moreland, 
Miss 
Ruth Miller and Mrs. Louise Greene. 
A hot luncheon will be served tom or­ 
row' and Sunday. 
(Independent-Jourmd photos) 


Bright b-nds define the sail­ 
or collar, and set 
the skirt 
avvhirE Choose daughter’s fav­ 
orite crayon colors— red. blue, 
or green bias binding— to spark 
a quiet color or demure print. 


Printed Pattern 4869: Chil­ 
d r e n s Sizer 2. 4. 6. 8. 10. Size 
6 takes 3 yards 35-inch fabric 


Send 50C in coin ino stamps, 
please) for Pattern, with Name 
Address, 
Stvle 
N u m b e r 
and 
Size. Address PATTERN 
BIT. 
REAU, In d e p en d o n t-Jo u rn a l 
1040 B Street. San Rafael, Cal 


SEND NOW! Big. beautiful, 
COLOR-IFIC Fall and Winter 
Pattern Catalog has over 100 
styles to sew— school, career, 
half-sizes Onlv 35c! 


Stinson Beach Rummage Sale 


Civic Benefit For Community 


• > u u i i l l 
** 4 ei i u 
n i ' v u i m 
m 
i * 
vedere became the bride of 
Stuart Wentworth Mclndoe of 
Sausalito on Sunday, at 12 30 
p m The double ring cercmon> 
took place at Christ Episcopal 
Church, Sausalito, w here w hite 
stock was the decoration Rev 
Joseph S 
Doron officiated 
The bride, daughter of Mrs 
\nita Rouhia, w a s given in 
marriage by her brother, Peter 
Hooch ia 
of 
San 
Francisco. 
Judith, a petite brunette, wore 
a 
charming period gown ot 
peau de sote designed In Sa­ 
brina 
The high circlet neck 
line of Aleneon lace was re 
embroidered with pearls and 
the princess skirt, adorned with 
leueled lace medallions, was 
•nlricatcly cut in an overskirt, 
'-wept up in back and caught 
with a tailored bow over a full 
chapel train. The bride’s shoes 
won. worn at the wedding ol 
Stuart s gi *at aunt 50 years ago 
and concealed a silver sixpence 
carried 
by 
generations 
o f 
brides in the Mclnoc family. 
The bridal bouquet was tiny 
white orchids, 
Judith’s maid of honor was 
Michelette Polidori of Sonoma 
and the three bridesmaids were 
her cousin, Vicky Moglia of 
Santa 
Cruz. 
Anne 
Mclndoe 
'Stuart’s 
sister) 
a n d 
Joan 
Boenle ot San Francisco. 
All 
the attendants wore identical 
drosses o! 
light apple green 
chiffon having scoop necklines 
and 
bouffant 
skirts 
Their 
small 
satin and 
veiled hats 
matched their dresses. 
Bou­ 
quets of pale yellow baby roses 
were their flowers. 
Stuart, the son of Mr and 
Mrs. James F Mclndoe of Sau- 
salit , was served by his broth­ 
er, James Bates Mclndoe. as 
best man. 
The ushers were 
William Dimick of San Fran­ 
cisco, Max Rouzier of Sausa­ 
lito and Chris Venta of Beive 
dere. 


For her daughter’s wedding. 
Mrs 
Rocchia 
wore a 
cham­ 
pagne colored brocade sheath 
contrasted 
with 
rich 
olive 
green of her hat and shoes. 
Her flowers were small white 
orchids. 
Mrs. Mclndoe wore 
beige silk organza with three- 
quarter sleeves and full skirl. 
Her hat and shoes matched the 
dress and her flowers were the 
same as Mrs. Rocchia’s. 
A reception, immediately fol­ 
lowing the ceremony, was held 
at the Sausalito Women's Club 
where autumn colors predomi­ 
nated in the decorations. Small 
tables for the 350 guests were 
laid 
with 
cloths of avocado 
green centered with bronze and 
golden chrysanthemums. 
The 
buffet tablecloth in the same 
green, hung to the floor; hand­ 
some copper and silver urns 
were filled with ehrysanthe- 


i mums. 
For her going away outfit, 
the bride wore a navy blue 
sheath with matching hat and 
shoes and long, white gloves 
and a cordage of white orchids. 
The coupk left by ear for Lake 
Tahoe. 


Both Stuart and Judith at­ 
tended Tamalpais High School 
and City College of San Fran­ 
cisco. 


\o\.ito claimed Kaytie 
l aw 
-ence of San 
Rafael as his 
bride at a 2 o'clock wedding 
ceremony on Sunday. 
The double-ring rites were 
held in the Stewart Memorial 
Chapel of San Franci < o Theo 
1 'gical Seminary m San 
\n 
st lmo with Rev. Joseph Easter 
officiating. 
The chapel altar 
was banked by two large urns 
of while 
gladioli and 
stock 
Each 
third 
pew 
was decked 
with ribbons. 
Kay tie was escorted down 
the aisle by her father, Harry 
E. Lawrence. 
Her gown was chapel length 
with a boutl'ant skirt of tulle 
and Chantilly-type lace panels. 
The neckline was outlined with 
seqmned 
lace 
appliques. 
A 
miniature crown set in sequins 
and lace held her veil in place 
She carried white ftichuls and 
stephanotis fastened to a white 
satin heart trimmed with lace. 
Janice Vossbrink of San Ra­ 
fael was maid of h o n o r with 
Rosalia Sessi and Cindy Puente, 
also of San Rafael, as brides­ 
maids 
They wore 
identical 
full-skirted white nylon dress­ 
es with the bodices embroid­ 
ered in three shades of green 
Green bows in their hair form­ 
ed anchors for green flv-away 
veils. 
They carried cascade 
bouquets of white asters and 
miniature 
ivy trimmed with 
yellow and green ribbon. 
Six-year-old Janet Lawrence, | 
niece of the bride, as flower 
girl carried a basket of white 
and 
yellow daisies 
accented 
with ivy. 
Her mint green ny­ 
lon dress was tied with a match­ 
ing satin cummerbund. 
David Lawrence, aged eight, 
was ring bearer. 
He and Janet 
are children of Kaytie’s bro­ 
ther and his wife, Mr. and Mrs. 
Robert Lawrence of Denver, 
Colo. 
Best man was Thomas Hub­ 
bard of San Carlos. The ushers 
were the bride’s brother, Rob­ 
e r t , and Gerald Olrich of No- 
; Vi to 
i 
Mrs. Lawrence, the bride’s 
mother, wore a dress of pink 
lace ovei 
pink taffeta and a 
matching flowered hat. 
Her 
corsage was a while orchid. 
Mrs. Charles C Haymart of 
Novato, mother of the groom, 
was gowned in a beige satin 


MR A M ) MRS. CHARLES HAYMART were photo- 
graphed as they left Stew art Memorial Chapel at 
San Francisco Theological Seminary after their Sun­ 
day wedding riles. The bride is the former Kaytie 
Lawrence. 
<I>u Charm e Studio.) 


brocade sheath with matching 
waist-length jacket. 
A brown 
cage veil tied in with her ac 
cessdTies 
She also wore a 
white orchid corsage. 
A reception for 155 wedding 
guests 
w a s held at the San 
Rafael 
Improvement 
C I u b, 
which 
was 
decorated 
with 
white stock and ivy. 
Mrs. Sally 
Lawrence was in charge of the 
guest hook and Glea lavcrsage 
was m charge of gifts. 
The newly married couple 
departed by car for a one-to 
two week honeymoon ai Car- 
mel and the D|ai Valley Inn 
The bride wore a toast brown 
suit, a 
beige cage veil, and 
accessories in tones of beige 
and brown 
Her corsage was 
made of green cymbidium or­ 
chids. 
They will return to San Ra­ 
fael to live, The groom, known 
as Bill to his friends, is em- 
j loved by Ben C. Gerwu k Con- 


struction Go in Petaluma. He 
is a graduate of San Rafael 
High School where he was a 
member of the board of con­ 
trol and on the football and 
baseball team* 
He attended 
College of Marin for one year. 
His parents arc Mr. and Mrs. 
Charles C. Haymart of Novato. 
Also living in Novato are his 
sister, Mrs. Neil Mentjox and 
his grandfather, C C. Haymart. 
Kaytie is a graduate of San 
Rafael High School 
She was 
active in Ra Ravas and the 
Aquatic Club. 
At College of 
Marin she was a member of 
Penta Kai Deka. She has been 
employed as a secretary for 
Mann Medical Group at Terra 
Linda. 
The bride lived with her 
parents at 418 Forbes Avenue, 
San Rafael. 
She is a grand­ 
daughter of Mr. and Mrs. Mel­ 
vin Hunter of Lambeth, On­ 
tario, Canada. 
momen 
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It’s rummage sale time again, mage Sale, has Mrs. Otto Ras- 
in Stinson Beach. The tradition-! mussen as Assistant Chairman, 
al event starts tomorrow. Every j Heading the 
various 
depart- 
year at this time members of ments are Mrs. Geneva Rein- 
Stinson Beach Allied Arts and hardt, women’s clothing; Mrs. 
their affiliates in Stinson Beach ' Lester B. Sadler Jr.. children’s 
Community Center clubs join clothing; Mrs. OB Cavanaugh, 
forces to make this fund raising 
event a success. As in the past, 
proceeds are shared with Stin­ 
son Beach Community Center. 
Inc., and cover a percentage of 


men’s clothing; Mrs. Clarence 
Johnson, shoes, hats and acces­ 
sories; Mrs. Kenneth Shockey.i 
toys; 
Mrs. 
Otto 
Rasmussen,! 
kitchenware: Mrs. Walter Mar 
that organization’s expenses in ; ble, books; Mrs. Carl Engstrom. 
the operation of its buildings, dishes and objects d a r t; Mrs 
the 
Fire 
House, 
Community William Sherfey, plants; Miss 


j Center, and the nearly complet- Ruth Miller, jewelry; Mr. Frank 
ed C ommunity Chapel. Funds j Moreland, furniture. 
retained by Allied Arts ulti- 
• 
’ 
, 
. 
mately make their way to im- fr„Cha‘r,men have ,behen 
™ 
provements in the Community ' 
" 
iB ™ 
clu,bs °J S 
Center Building, one of this p°" Bf ach Co™n?un,t; ^ 
n,er 
year s projects having been the £ 
^ 
ess' e, ClubR of 
Stinson 
purchase of new kitchen equip-! ®*irch1L Mi" son ,R oac,h >,o!un l 
mp . 
1 
t 
teer Fire Department, Parent 
. 
. 
. 
Teachers Club, as well as the 
The sale begins tom orrow a t , sponsoring group 
10 a.m. and continues until 5 
, 
p.m. On Sunday it is from 10 . rheC ood ,saI<\ an(l luncheon 
to 5. The sale will continue on b?V* * en p a m l •» 
le bands 
Monday from 10 to 4, 
of the members of the Worn 
Mrs. A. A. Eustis, president 
of Stinson Beach Allied Arts, 
general chairman of the Rum­ 


en's Organization of Stinson 
Beach Community Church. At 
the opening tomorrow they will 
hold a bake sale and will serve 
a hot luncheon and sandwiches 
on the first two days of the 
sale. Coffee will be available at 
all times for the workers and 
the shoppers. 


The 
rummage 
sale 
culmi­ 
nates year-long activity on the 
part of many of the residents 
of this community. Space is 
rented by Stinson Beach Allied 
Arts for storage, and as items 
are available they are picked 
up. Several times a year the 
stored rummage get a going 
over and is sorted and repack­ 
ed in preparation for the big 
weekend. 
Furniture will be displayed 
at the firehouse, luncheon will 
be served in the small meeting 
hail, and the balance of the 
sale will be conducted in the 
main 
hall 
of Stinson 
Beach 
Communitv Center. 


SUMMER 
SPECIAL! 


IF BROUGHT 


INTO PLANT 


AND PICKED UP 
FOR ANY 9x 12 RUG 
Save $.ì on Domestic* 
Save ST. >0 on Persian 
and Chinese Hu fis 


r n For 9x12 Shag 


Rug Regardless 
of Weight 


II e also clean and tint 
upholstered furniture 
TURK0-PERSIAN 
RUG CO. 


37S Francisco Blvd., San Rafael 


G L 3-7410 


FINAL WEEK!! 


FREE 
GIFTS 
BALLOONS" 
"C O K ES" 


OPEN FRIDAY 
NIGHT TIL 9 P M 


W A N T E D 


ST. VINCENT DE PAUL SOCIETY 


wants your unwanted clothing, furniture, 


bric-a-brac, and children’s items 


If e help the needy of Marin County 


Cal! for Pick-up GL 4-3302 


Stores located in San R afael at 


816 and 832 n B " Street 


★ View Homesites 
it Secure Investment 
it Country Club Atmosphere 
it Exclusive Homes 
★ Architectural Control 
it Fairway Living 
CAl-WIDE INC. 
Noveto, Colif. 


GOLF & 
COUNTRY CLUB 
E ST A T E S 


Memberships Available 
To the Private 
Marin Golf Club 


GL 3-5220 


(Usten to K A B l 960 on the dial) 


TRADE-INS 
OF COURSE! 


FINEST 
TERMS 
AVAILABLE 


Marin's Most Complete Home Furnishers 


MILL VALLEY 
38 Miller Ave. 
DU 8-2162 


'Nuptial vows Kaytie Lawrence Trades Nuptial 


A jr 
J I M a 
_i~m 
exchanged 
. 
. 
in Sausalito 
Vows vVifh Chorlos W. Hoymort 


18 
lliràrprtràrtit-ilmirnal. Friday, August >9, >960 13 
Ptnondx 
Legal Notices 


NOTICE OF CONSOLIDATED 
SCHOOL BOND FLECTION 
AND APPORTIONMENT 
AUTHORIZATION ELECTION 
N O T IC E IS H E R E B Y G IV EN 
to the qualified electors of LAG- 
U N IT AS SCHOOL D IS T R IC T of; 
Marin County, California, that In ! 
accordance with the provisions of 
the Education Code of the State! 
<if California, a special bond elec­ 
tion and a special apportionment i 
mithorlza non election will be held 
on the 20th day of September, 


Classified 
Advertising 


10— Help Wonted 
10— Help Wanted 


AUTO INSURANCE 
Pav as vou drive 
Preferred or 
Problem. Call Harrison. DU 8- 
0483 
M IS S IN G 
Important 
dills? Our 
telephone secretaries will answer 
your phone in a courteous, effi­ 
cient manner; 24-hour service 
Call Miss Rose, G L 4-8100 


4— Travel 
NON-COMMERCIAL 
RATES 
(Minimum Ad 3 Lines' 
R ID E wanted: S B to Twin Falls I 
. 
... 
. 
50e Charge for Box Numbers 
or Sun 
” share ex* 
106C(i in the polling place named j . 2 Days 
34c 
penses. G L 4-4248 
v 
*— -* 
- 
— — 
3*Davs 
27c I W AN T commute San Anselmo to 
4-6 Days ......... 
21c ) 
3rd and Market, S. F 
Hrs, 8-5 
7-29 Days .......... 
20c | 
p.m Starting Sept. 1 G L 3-4086 ! 
30 Davs 
..... 
13c j niDF-RS wanted, Corte Madera to 
— 
R p financial dist. Lv 7 15 am 
BO X R E P L IE S 
B E IN G H ELD FC R 
930, 
933 


I 
•Lost 


in the hereinafter described and 
designated precinct in this school 
district. between the hours of 2:00 
o clock p.m and 8:00 o’clock p.m 
«during which period and between 
Which nours the polls shall remain 
open', at which time and place 
there shall be submitted to the 
qualified electors of said school 
district the following propositions: 
PR O PO SIT IO N N U M B E R ONE 
Shall 
bonds 
ot 
LA G U N IT AS j 
SC H O O L D IS T R IC T be issued and I S IL V E R rosary w medal from Pope 
told in the amount of Eighty Thou- j attached Sentimental value. RE- 
asnd Dollars ($80,000 00* for the 
W A RD G E 5-1289 
purpose of raising money for the 
Tu„ pve 
Rrwand child s 
Tc .lowing 
purposes 
'*k ich 
are 
t { 
fox t<.rrier black-white, 
hereby umted and s h a llb e_voted 
(ong tail. Vic. Whites hill G L 4- 
upon as one single proposition*, j Q 
* 
to wit: 
(1) The purchasing 
of school: LO ST 
Gold 
lapel 
watch 
great 
Jots, (2) the building or purchas- 
sentimental value. Reward Los( 
ing of school buildings, <3* 
the 
in S R G L 4-1881 
making of alterations or additions CHARM 
bracelet 
silver, lost in j 
to the school building or buildings; 
San Rafael or Fairfax. Reward ! 


★ 4 MEN WANTED ★ 
National Concern opening Marin 
County offices, need 4 men im­ 
mediately. Pleasant work with 
rapid advancement. 


Q U A LIFIC A T IO N S: 
A G ES 21 TO 40 
N EAT A P P E A R IN G 
CAR N E C ES SA R Y 


Firm offers: Company benefits. 
Complete family hospitalization, j 
Profit sharing. Yearly bonus and 
short hours. Starting salary de- 5 
pending on qualifications. 


For interviews: Monday. August | 
22nd. 10 am to 1 pm 941C Sir) 
Francis Drake, Kentfield 
«up-1 
stairs). 


20— Business Services 
And Notices 
P R IM A R Y teacher for Marin pri­ 
vate school. Other state accred­ 
ited OK. $4200 per year. M cK in­ 
ney Employment Agency, 5th Sc 
E St.. San Rafael. 
<EY PUNCH OPERATOR 
S F office, close to G G Bridge, 
_ _ ______ 
and Marin transportation. Unre- CUSTOM Made Drapes at Factory 
s?noted parking, employee lunch 
Prices. You bring the fabric, I 
room. Age to 36 Salary to $325 • 
make the drapes G L 4-9752 
For appt. call PRospect 5-5800, 


24— Garden Services 
30— Livestock 


FO R 
be: ter 
health, 
exercise 
at 
home Rent or buy a Vigor-Trim 
Exerciser. _DU_8-6115. 
p a in t in g , exp. craftsman! F m 
estimate. 
Satisfaction 
guaran­ 
teed Ross Dibble. T W 2-3789 


Ext 303 
E Q U IP, operators. City of San R a ­ 
fael. All around exp. required. 
Salary $373-$456 mo 
Max. age 
55. Apply Public Works Dept , 
1115 5th Ave, S R 
AArW Drive In needs help San 
Rafael's reception has been tre­ 
mendous and must be backed up 


A LT ER A T IO N S or New Clothes 
Made R EA SO N A BLE 
G L 6-6431 __________ 


PA IN T IN G A: D EC O RA TIN G 
Interior . Exterior 
Sheetrock Taping 
Lie Ins. 
K LANG M U IR - G I 4-4627 


L A W R E Y ’S 
G E N E R A L M A IN TEN A N C E 
Return 4 45 p.m. WA 4-3663 _ 
R ID E wanted 
San Rafael to Pi- 
mechanic voune tnod tune- 
nancial ch.-t 
Wk hrs 8 30-4 45 A L. i(i " 15c..a^LC’.y®UAR: 
“ „V, 
G L 4-8495 _____ 
I r Td ER wanted San Rafael to down 
town Oakland or en route Leave 
San Rafael 7 30 n m Leave Oak­ 
land 5 pm. $15 per mo. G L 4- 
7847. 
R ID E wanted: 
San 
Anselmp to 
Montgomery St 
At Mission S t 
Hrs 8 to 4 30 G L 3-5077 


up man. (rood pay for right man. 
Also need 2 good station attend­ 
ants. 
McKinney Employment Agency 
5th E St , San Rafael 


with good service. Carhops and Painting, paper hanging, repairs 
inside help needed Long Sc short 
shifts. From 10:30 am . to 11:30 
pm. Apply 2nd A Lindero St., 
Sat 
between 10 and 2 _______ 
Q U A L IF IE D tutor for 5 A 6 grade 
level, after school. References. 
HO 1-5290 
C O P Y W R IT E R , 
experienced, 
to W A G E S plus furnished home for 


5— Instruction 


2— Found 


other than such as may be neces­ 
sary for current maintenance, op­ 
eration or repairs. *4* the repair­ 
ing. restoring or rebuilding of any 
school building damaged, injured 
o: destroyed bv fire or other pub­ 
lic calamity. <*5) the supplying of 
school buildings and grounds with 
furniture, equipment or necessary 
apparatus 01 a permanent nature. 
(6* the permanent improvement of 
the school grounds. <7* the carry­ 
ing out of the projects or purposes 
authoriztxl in Section 15811 of the 
Education Code of the State of 
California. 
Said bonds proposed to be is­ 
sued and sold shall bear interest 
a- the rate of not exceeding five i 
" 
percent per annum, payable 1 ^ 01 
m nuallv for the first year the 
bends have to run. and semi-an­ 
nually thereafter. The number of 
years the 
bonds 
or 
any series 
tnereof are to run shall not exceed 
twenty five (25* years from the 
dr.te thereof, or the date of such 
scries thereof. 
PR O PO SIT IO N N U M B ER TW O 
Shall the Governing Board of 
the LAGUNTTAS SCHO OL D IS ­ 
T R IC T be authorized to accept and 
expend an apportionment in an 
amount not to exceed Two Hun­ 
dred and Ten Thousand Dollars 
<¡»210,000.00 * 
from 
the 
State 
of 
California, under and subject to 
the provisions of Chapter 10 of 
Division 14 of the Education Code, 
which amount is subject to re- 
i 
myment as provided by said Chap- 
er? 
For the purpose of holding said 
election, the school district shall 
be and is hereby designated as one 
special election precinct and the 
persons hereinafter named being 
competent and qualified electors 
of said school district and of said 
f 
irecinct are hereby appointed of- 
Icers of election as hereinafter 
de ¡enated, to serve in said spec­ 
ial election precinct as hereinafter 
sc. forth, and said officers of elec­ 
tion shall conduct said 
election 
and make returns thereof pursu­ 
ant to law 


_____________G L 4-5754________ 
B E A G LE , 
male, 
named 
Pablo, 
strayed 
from 
Pacheco 
Ranch, 
5495 Redwood Hwv.. nr. H A FB 
Reward 
T W 2-3311 
or eves 
TU 3-6027 
LO ST 1 yr. S P R IN G E R S P A N IE L 
color Liver A White 
Answ 
to 
1 Alfv" Childs pet 
Reward 
ED 
2-1662 
P A R A K E E T 
blue, 
male 
Please 
phone C»L 3-585R mornings 
7 
a m eves, 9 30 pm. Reward 
LO ST TAM V A LLEY DI8T.: Black 
cocker 
Chain 
collar 
White 
whiskers. Ans. to name of "Bum .” 
Reward DN 8-5761 
January, 2 
parakeets 
' Chico." green, and young blue 
bird G L 6-2797 


FOUND, corner 5th and B, San 
Rafael, child’s pink wallet, pic­ 
tures A money. G L 3-5940 wkdys. 
FO UND : Mill Valley, male German 
Shephard, silver and grey, silver 
choke chain 
Mill Valley, Ger­ 
man 
Shephard, 
female, silver 
and grey, silver choke chain 
Forest 
Knolls. Shephard 
pup, 
black and white female. 
Santa 
Venetia, black 
cocker, female 
Blind. 
FOUND Camp Taylor, male black, 
gray sheppard mix San Rafael, 
male, liver and white English 
pointer. Male, gray tiger with 
white short hair cat. Santa Ven­ 
etia. black and white altered cat. 
Mill Valley, male black and white 
cat Mill Valley, male, gray and 
white short hair cat. Terra Linda 
male turquoise parakeet. 
FO UND 
Tam Valley: Male black 
Labrador. 
Sausalito: Male Af­ 
ghan. San Rafael. 
Male, grey 
tiger, short hair cat. 
H U M A N E SO C IE T Y 
G L 3-7812 


Tutor— Mathematics 
Male 
Reasonable 
G L 6-1554 
P R IV A T E tutor. Remedial work at 
elementary level. 
Highly quali­ 
fied, certified teacher. Local ref­ 
erence;. Ross, Kentfield, Green- 
brae area $5 per less ion. Inde­ 
pendent Journal Box 982. 
IN G R A M 
SCHOOL 
O F 
R EA L 
ESTA TE. 2nd At A St . San R a ­ 
fael. G L 6-5316 
M ARIN S E C R E T A R IA L SCHOOL, 
days A eve classes 1203 3d St S 
R G L 4-2726. eves G L 6-1574 
“ P R IV A T E R ID IN G LESSO N S 
For Children and Adults 
Also Trail Riding. Call T W 2-9305 
PO PU LA R PIAN O LEA R N NOW 
Beginners A 
advanced. 
Bettie 
Kelley. WAba.sh 4-0413 
PIAN O instructions, classical and 
popular music Reasonable rates 
Ph G L 4-3339. 


7— Personal Loans 


N EED C A SH 9 We loan on office 
machines 
and 
typewriters 
W ELLEN .’S 
1239 Fourth St 
G I 6-1311 


10— Help Wanted 


3— Personals 


The voting precinct, polling place SA V E your stomach. Dissipate gas, 
and election officers duly desig 
noted and appointed are as fol­ 
lows : 
S P E C IA L E L E C T I O N P R E ­ 
C IN C T NO. 1, shall include all the 
a-ea embraced in State and County 
Piecincts Nos 550 551. 552 and 553. 
P O L L IN G PLA C E therein shall 
be at the Lagunitas Elementary 
School. Sir Francis Drake Boule­ 
vard, San Geronimo, California. 
Officers 
of 
Election 
for 
said 
Special Election Precinct: 
Mrs. Lloyd Sisson. Inspector 
Mrs. Jessie Ray, Judge 
Mrs Helen Pederson. Judge 
Each qualified elector of said! 
LA G U N IT A S SCHOOL D IS T R IC T 
shall be entitled to vote at said j 
election 
IN W IT N E S S W H E R E O F, we 
have hereunto set our hands this: 
18 day of Ju lv, 1960 
s 
G EO R G E T T E H V ILA S 
/S 
JO H N F. N IELSEN . JR 
/S 
H A R R IE T T A F E Y LA R SEN ! 
>s 
W IN IF R E D S. F R E D E R IC K 
Members of the Governing Board 


nausea, nervous indigestion, diz­ 
ziness. etc.. in 10 minutes with 
"M E R B E L S ” 
R x. 
Proven 
39 
years. It ’s guaranteed! Exclusive­ 
ly at JA C K ’S D RU G STO RE. 
San Anselmo. Your R x special­ 
ists 
D IA L 
G L 6-6667 
For Prayer 
PER M A N EN T H A IR R EM O V A L 
House of Kw&n Yin. G L 6-6334 
G E N E V IE V E FIN K . R E 
UN W A N TED H A IR 
REM O V ED PE R M A N EN T LY 
Hattie Shahinian, R.N.; R E. 
ED 2-1277 
Alcoholics Anonymous 
M A RIN COUNTY 
P O Box 266, San Anselmo 
Phone YUkon 2-4473 
H O SPIT A L convenience at home 
Wheel chairs. 
Hospital b e d s 
walkers, commodes, guest beds, 
etc. Rented and sold. G L 6-6000 
„ ______ 
U N ITED A M B U I ANCE CO 
of the Lagunitas School District FO R YO U R BBQ & picnics; 
\ 
nVo .m c ?umy. California 
barrel beer 
Food Mart Liquor 
No. 913 Aug. 19, 2b. Sept. 29. 1960 * 
G L 3-2032 


DAILY CROSSWORD 
ACROSS 
2. Variety 
of keno 
6. Attic 
■weights 
11. Embellish 
12. Studied hard 
(slang) 
23. Cry, as 
a lamb 
14. Silly 
15. Snakelike 
fish 
25. Concludes 
17. Smooth 
21. Victorian 


6. Canadian 
23. Candle- 
province 
nut 
(abbr.) 
tree 
5. Sash (Jap.) 25. Slight 
7. Herb of 
taste 
aster 
26. River 
family 
(S. A.) 
8. Biblical 
27. Viper 
name 
29. To 
9. Furnish, 
guess 
j 
as books 
33. Propor­ 
lo. Caesar s 
tion 
warning 
34. Folds 
date 
over 
36. Grates 
35. Baking 
29. Ant 
chamber 
20. Trap 
36. Not 
21. Half ems 
any 
22. Dirt road 
38. Stuff 
track 
39. Ireland 


n - ï ■ 
ê H p B S T 


m 
i 
llE iT T b iii r 
¡BHÉ 
m m 
p ip t'p W i- > 
ff}EiRTl(GMS;h<E i A xj 
aT ÍOÍNIG»Tfojxn Nj 
5^ Í P E d o i 3 É ¡ g 
A T M H R r s p 
» t 
ISIL 


Yeaterday'* Anmer 
40. Enem y 
scout 
(poss.) 
42. Women’s 
patriotic 
organiza­ 
tion tabbr.) 
43. Affix 


24. Loss of 


m e m o ry 
28. Scienco 


o f c o in s 
20. P o u n d in g 
implement 
81. In v a lid '3 
fo o d 
82. Showy 
flower 
84. Not brief 
27. One-spot 
cards 
41. Shun 
43. Aweigh, as 
an anchor 
44. Normal 
contour 
feather 
45. Daily record 
book 
46. Scoff 
47. Vaulted 
ceilings 
D O W N 
1. Infant 
2. Not working 
2. Christmas 
song 
4. Seize 
-r 
8-i9 
DAILY CRYPTOQTOTE — Here’s how to work It: 
A X Y D L B A A X R 


is 
L 
O 
N 
G 
F 
E 
L 
L 
O 
W 


O n e le t t e r s im p ly s ta n d s f o r a n o th e r. In t h is s a m p le A la u s e d 


f o r th e th re e L ’s , X f o r th e tw o O ’s , e tc . S in g le le tt e r s , a p o s ­ 


tro p h e s , th e le n g t h a n d fo rm a tio n o f th e w o r d * a r e a ll h in t s . 
Each day the code letters are different. 


A Cryptogram Quotation 


E 
O 
Y 
P 
E 
H 
’ 
C 
A 
Y 
O 
C 
Z 
O 
F 
Z 
R 
T 


H B Y H 
R I T 
O E A T — C Y B I Y G D T C . 
Yesterday’s Cryptoquotes REFRAIN FROM PEERING TOO 
EAR-PINDAR- 


< 0 
s u e M a n s G n fis ttt xs&jt 


l 
1 
4 
'Z— 
i 


to 
7 
9 
9 rio J 


11 
i 


*2. 


1$ 
V 
/ 
/ / s 
, / / 


(4 


1ST 
% 


7 7 / 


Y A 


' / / / 


7 % 
y4 


n 
a 
19 
30 


% 
% 
31 
12. 
23 % 


iA 
25“ 
2 6 
*7 


2Ü 
39 


i o 
31 
à % P 


3 1 
% % % 
34 
35 
ito 
M1 % 


u 
3b 
39 
40 


41 
4 1 
1 


4 3 


4 4 
i 


4 ¿ 


4to 
% 


4 i 


C A P A B LE woman for housework 
ironing. 5 mornings week. Local 
references. 
ED 2-1448. 
CASH IN 011 the customer demand 
for AVON PRO D UCTS. "AVON 
Calling,” as advertised on TV 
creates an excellent earning op­ 
portunity for you 
G L 4-1528 
Call immediately. We train you 
S A L E S clerks wanted. Good pay 
Paid vacations; sick pay; oppor­ 
tunity for advancement. 5 day 
week. Opening in Women’s Fash­ 
ions and Hosiery Dept. 
No ex- 
perience necessary if vou qualify 
Apply in person to W. T. Grant 
Co., Corte Madera.. 
C A R HOP. must be 21, .experienced 
preferred, fast and deiiendable 
Living quarters available. Apply 
111 person Burgie’s Drive-in. Hwy. 
101. Ig n a cio .___________________ 
W A IT E R captain, must be exjien- 
enced 
at 
handling 
banquets. 
References. Ind.-Journal Box 990 
F R Y COOK, male, wheel experi­ 
ence. fast and dependable. sober. 
Living quarters available. Apply 
in 
person. 
Burgir's 
Drive-in, 
Hwv 101, Ignacio. 


MAN 
To 
help 
me 
run 
my 
branch office. I need an 
assistant to help me hire 
and train a sales organ­ 
ization. No experience 
necessary. We sell from 
qualified appointments 
only. 
No 
canvassing. 
Earnings should exceed 
$9000 first year. When 
you qualify, I will pay 
s a l a r y , commission, 
bonus & overwrite com­ 
plete training program 
at our expense. Must be 
able to accept rapid 
advancement. For inter- 
view phone GL 6-4050, 
9-1 I only. 


SALESMAN WANTED 


A PPO IN T M EN T S 


Bonafide. confirmed because of 
overload we will accept full or 
part-time in Marin County 


Our company just released ex 
elusive new food line W E T R A IN 
San Rafael office. G L 6-5471 
Canvassers— 
No Night Work 
Make appointments for top clos- 
ers. Create interest with new ex­ 
clusive food line. It ’s ftfb, it’s 
easy. We pay $40 per sold & de­ 
livered lead 
We train. No ex­ 
perience 
necessary 
Can 
work 
irom home. Phone for appoint­ 
ment G L 6-547) 
SALARY S100 WEEK 
After 2-day Training 
Period 
Plus Bonus— 
$800 to $1000 Mo. 
This is an opening for an ag­ 
gressive person with or without 
selling 
experience. 
Old 
estab­ 
lished firm. Car essential. Reply 
to Box 965. Independent-Journal 
E X P E R IE N C E D beauty 
operator 
wanted. Mill Valiev. 
DU 8-8383__________ 
R E A L estate salesman warned for 
1 of M arin’s most pleasant ofcs. 
TO P P R O P E R T IE S 
G L 4-6983 


work part time on own schedule. 
W ill 
write 
Real 
Estate 
copy, 
mostly classified. 
Must be ac­ 
quainted with county. 
Ask for 
Mr. 
Lewis, 
L E W IS 
R E A L T Y , 
G L 3-7841 
WOMAN 
PURCHASING CLERK 
Must Have 2 Yrs. 
Experience 
Needed by rapidly expanding job 
order manufacturer of missiles, 
and aircraft components. Con­ 
tact Mr. Coletti. 
DUMONT 
MANUFACTURING 
CORP. 
6(7 Irwin St.. S R G L 6-1160 ext 53 
ST U D EN T or woman, room and 
board in exchange for occasional 
baby sitting. Vic. Marin Junior 
College. 
Opportunity 
to 
earn 
spending money if desired. W A 
4-0599 
M A TU RE 
woman 
for 
mother’s 
I 
helper. Live *11. Small salary. Call 
before 2:30 TW 2-3775. 


Opportunity Unlimited 
PHONE SALES 


• ROOM M A N A G ER S 
• HOM E W O R K E R S 
• ST U D EN T S (16 up) 
• SA LESM EN 
• W H IT E C O LLA R W O R K E R S 
A D ESK IN O UR O FFIC E. 
TO P C O M M ISSIO N S PAID. 
A P P L Y IN PERSO N . 


Address; Winicn's News Center 
1241 4th St.. or Call G L 4-7987 
between 6:00 and 7:00 P. M ._ 
GIRL FRIDAY— $350 MO. 
For permanent, qualified woman 
in Public Accounting office in 
San Rafael. Some statistical typ­ 
ing 
required. 
Opportunity 
for 
advancement. Reply in own writ­ 
ing stating qualifications, age, 
etc. Box 987, Independent-Jour­ 
nal. 
FO U N TA IN girl, must be 18 or over. 
Apply 
in 
person 
at 
Borden’s 
Fountain, 4th A Tamalpais. San 
Rafael. 
________________ 
H O U SEW O R K , child care, $1 25 hr 
Belvedere. Mon., Wed., Fri. Local 
references. 
Experienced. 
Own 
transportation. G E 5-1554 
LAD Y, 
live-in, 
child 
care 
and 
housekeeping, salary open. DU 
8-8995.____ 
_______________ 
E X P E R IE N C E D 
laundry 
help— 
Apply in person, 1110 3rd St., 
San RafaeL 
_________ 
TOOL DESIGNER 
MOLDING EXP. 
PREFERRED 
Needed by rapidly expanding job 
order manufacturer of missiles 
and aircraft components. 
Contact Mr. Coletti— 
DUMONT CORP. 
607 Irwin St. 
San Rafael 
G L 6-1160 


2. for wife's services. Mrs. How­ 
ard, G Ij 6-5554. 
Interested in Real Estate? 
Our rapidly growing volume has 
created 811 immediate opening 
for a high caliber associate. We 
are looking for a good self-or­ 
ganizer with high goals and an 
expectation of $10,000 to $20.000 
per year. 
If you feel you can 
qualify, why not call 
for an 
appointment todRV. A:^k for Mr. 
Lewis, G L 3-7841 
LEWIS REALTY 
M ill Valley 
Kentfield 
M A T U R E woman to live in, care 
for my 112 yr. old child. 5 days 
week. Reference required. TU 3- 
6629 after 5 pm. _ 
YO U N G man, age 20 to 30. full 
time. Warehouse work and deliv­ 
eries. Contact Steve Jones at 451 
Francisco Blvd., San Rafael, be­ 
tween 8 30 a m and 2:30 p.m. 
ED U C A TED Ncrth Italian woman, 
slight. English speaking ability 
necessary. Light housework, care 
for 1 baby & 
small children. 
Live in, good salary. G L 4-6586. 
C HILjD care, housekeeper, in San 
Rafael 
home 
Woman 
w/one 
child acceptable 
Rm brd., plus 
salary. Call GL 4-2698 
LADIES— HOUSEWIVES 


TWinbrook 2-2632 
Novato 


V O IC E 
or 
musTc 
recordings 
at 
KT1M Broadcasting studios 
12 
inch 
aluminum 
base 
records. 
Ideal for mailing or foi musical 
students Minimum charge $3.50 
Appointment is necessary Phone R O T O T I I I 
t 4 Cfi H R 
diirinff husinps-s hours 
f iD n . ''W 1 w 1 I L L I I N Ü 
n r\ . 


H A U LIN G R U B B IS H . B R U S H 
YA RD S. B A S EM E N T S C LEA N ED 
Pnining. gardening, JD L 3-8641 
G ER M A N 
Swiss 
A-l 
gardener, 
landscape, brick 
cement, fence 
work. Maintenance. SKvline 1- 
1553 _ 
GAR] 
: CLEAN-UP. HAUL”- 
IN G Reasonable rate, honest la- i 31« 
bor. G L 4-2991. 
G A RD EN 
planning; 
planting, 
pruning, rolo-tilling; ehain-saw 
work; 
hauling, yard-lot clean­ 
up. Free estimates. G L 4-1021— 
_ G L 6-2952. 
____________ 
HAULING 
Immediate 
Service. 
Pruning, 
Hedges Shrubs. Clean-up 
GL, 6-0591 
LANDSCAPING 
Complete professional service. 
F R E E E S T IM A T E S 
G L 4-7937 
T R EET O PPLN G , thinning & re­ 
moving 
Bulkheads & retaining 
walls. Free estimates. L. Rubio 
DU 8-7544 


PA LO M IN O gelding, real gold, gen­ 
tle, willing. $250 incL saddle. DU 
8-2069. 
R E G IS T E R E D saddle-bred gelding. 
W ell mannered, gentle. Can be 
ridden Western or Eng. Bolinas 
2891. 


•Farm Products 


PEACHES 
G O LD 
R IP E 
Elbertas. 
A l s o 
apples & pears at The Ritz Ranch 
1 mile out E. Napa Street, from 
Sonoma. W E B S T E R 8-2363 
B A R T L E T T pears — top quality, 
sprayed, graded. 6c lb. eves. Ai 
wknds only. Bring containers. 
441 (extreme South End) Wilson 
Ave., Novato. T W 2-2539 
O AT H A Y 
Lge small amounts. T W 2-9639, 
1432 Indian Valiev Road. Novato. 
B A R L E T T Pears, 4c lb. All you can 
pick. Bring containers. Eves., St, 
wkends. only. 441 (extreme South 
end* Wilson Ave., Novato, T W 
2-253S 


EARN 
GOOD MONEY 
IN Y O U R S P A R E T IM E 
IN Y O U R H O M E 


Making telephone appointments 
for our insurance agent. Hourly 
salary. Ph. G L 4-4414 mornings. 
Eves G L 4-0304._________ 
B U S IN E S S woman requires gen­ 
eral housekeeping, light dinner 
for 3 Supervision—Boy 12. girl 8. 
1-6 Mon.-Fri. 
Must have car, 
Belvedere, G E 5*1551 evenings. 
LADIES 
Earning up to $100 per month 
working pait time in our office 
phoning 
for appointments for 
our insurance agents. No selling 
required. Choose your ow-n hours. 
Phone between 9 and II, G L 6- 
4050._______________ ______ _______ 
W O M AN for full time housework 
&: child care live in. Call after 
10 a.m. No evening calls. G L 4- 
5065 
________ 
FRY COOK 
Experienced, female, nights. 
Apply Zim’s, Corte Madera. 
__ 
T W O Sales Trainees interested in 
learning automobile sales. 
No 
experience necessary but must 
be willing to work and learn. 
Apply in person. D E R V IN FO RD 
CO., 7401 Redwood Hwy.. Novato 


during business hours. 
GLen 
wood 3-6880 
FREE ESTIMATES 
C. B U R T K EN N ED Y P A IN T IN G 
Papering. Ph. G L 4-4611 
C O N FID E N T IA L 
a n d 
accurate 
telephone answering. New equip­ 
ment enables us to serve tne 
largest area in Marin—day and 
night. 
C O U N TY -W ID E 
A N S W E R IN G S E R V IC E 
Phone: 
_ G L 3-8811 
M IK E ’S Home Service Odd Jobs. 
$1.75. Expert painting. Reason­ 
able. G L 4-8268. 
____ 
$500 PIN C U R L PER M A N EN T 
Other permanents $7.50 up. Bret 
Harte Beauty Salon, S R. G L 4- 
7455.__ 
_____ 
____ _ 
L IG H T excavating, grading, 
fill 
dirt, gravel. Phone GLemvood 6- 
_ 0591 day or n i g h t . _ _______ 
JA M E S 
A 
RENO. 
Metropolitan 
Lite Insurance Consultant with 
Metropolitan Life Insurance Co., 
1 Madison Ave., N.Y. 10. N.Y 
Life 
& 
Personal 
Accident 
Sc 
Health 
Insurance. 1010 B St., 
San Rafael. G L 3-6175. 
REWARD! 
for Safe driving in the form of 
lower cost auto insurance 
You 
get broader protection Sc still 
save monev if vou are a careful 
driver. Call Llvewire Lindskog 
days G L 4-0832 
P A IN T IN G — P A P E R H AN G IN G . 
Highest qual. material Sc work­ 
manship. P. A. Toepfer. G L 4- 
1723._____________________________ 
HANDYM AN, wood, brick, cement, 
painting, gutter cleaning, cement 
mixer, tools, truck. 
G L 4-6482. 
HO M E C O N STRU CTIO N 
S E R V IC E 
Additions. Alterations, cabinets. 
Cement work. G L 3-8823. 
1) M H A W K S CO Compl. house 
and window cleaning. Rugs Sc 
uph. cleaned Floor sanding and 
refmishing. Floors installed, hd 
wd. linoleum, tile. Free estimates. 
_ Fully insured. G L 4-3692. 
____ 
11PH O LSTER Y - C A R P E T S 
"Flower Fresh Cleaning” at 
home. F R E E E ST IM A T ES. 
LU N D C O M PAN Y 
DU I 
FREE 
Swimming Pool — P a t i o Plan, 
custom-designed for your yard 
by top professional. Absolutely 
no obligation. 
PHONE GL 4-4320 
O RIN D A POOLS, INC. 


LA W N S. Grass seed, 65c lb. W A 3 3 — 
P e H 
4-0987 or Eves. G L 4-6344. 
G E N E R A L garden work, mainten­ 
ance. pruning, and landscaping. 
W A 4-0155 after 5:30 P.M. 
GARDENING 
Complete professional service. 
F R E E E S T IM A T E S 
G L 4-7937 
Don's Gardening Service 
Landscaping; new lawns; plant­ 
ing, rototilhng, pruning, cleanup. 
G L 3-8820 


S IL V E R PO O D LE, at stud. From 
champion stock. 
G L 3-7674 
____ 
B LA C K Miniature English Poodle 
puppies, 10 wks. Champ. & In- 
ternat’l champ, background. G L 
4-4267 after 6 p.m., all day Thur. 
& S u n . 
__________ 
AKC R E G IS T E R E D 
Dachshund puppies, $50 
TWinbrook 2-5984 


3 adorable female pups. 
W A 4-4644 
Free. 
IT A L IA N gardener. Specialize in j Q U A R T E R C O C K ER ^ PA N T ELS; 
lawn, pruning, clean A masonry. 
Reas, rates. G L 4-6165. 
____ 
Trash Hauled— Dozing 
Lots and homesites cleared and 
leveled. Rorui building. Chain saw 
work, fireplace wood. Gradine. 
J and L G A R D EN S E R V IC E 
C A LL US D AY O R N IG H T 
Free Estimates. 
Ph. G L 4-9819 


25— Building Supplies 


K IL N D R IE D 


NEW' L U M B E R 
2x4, 2x6 F ir 
G L 6-0591 
Need A New Roof? 
Don’t go anywhere—until you've 
gotten a W A R D ’S free estimate. 
No obligation. 
AND YTOU CAN 
Pay on W A R D ’S Easy Pavment 
Plan. 
Montgomery Ward 
Corte Madera Shopping Center 
Ph. WAbash 4-1122 
READY MIX CONCRETE 
7 D A Y S A W E E K 
R I C H 
R E A D IM IX C O N C RETE CO. 
Call WrA 4-3117 A N Y T IM E 


22— Building Services 


26— Garden Supplies 


S P E C IA L 
Fieldstone.$9 ton; river rock, $20 
ton; fill dirt, $10 load. 
Light 
excavating.^ G L 6-0591. 
Carlos Garden Supply 
Tacaloma loam. 
Shredded soil 
and manure. 
Ph. G L 3-5358. 


H U N T E R S! 1 yr. old male German 
shorthair, partially trained. $35. 
HO 1-5605.________ 
B A S S E T T puppies. 
International 
champ. Sc sire. AKC. High qual­ 
ity. Phone North 2-2155. (Nica- 
sio). 
_______ _________________ 
G ER M A N Shepherd, female. Obed­ 
ience trained, very gentle. 7 mos. 
old. $15 to good home. D U 8- 
4968 after 6:30 p.m. 
F R E E 
Beautiful 
long haired 
kittens, 
used to children. 
G L 4-8855 _________ 
PO O D LES, toys, 3 mo. old, cocoa 
male. Two 1-month, black male, 
white female. Purebred. DU 8- 
1076. 
_ ______________ 


B E A G LE , 9 month old female. $10. 
to a good home. PhonejGL 4-2118 
G ER M A N short nalred purebred 
pups, 6 weeks old $20. G E 5-1084 
after 5 p.m:______________________ 
P U R E B R E D Irish Setter puppies*. 
Registered AKC. Show dogs. Fe­ 
males $100; males $125. W A 4- 
2767. 
PO O D LE P U P P IE S — Standard. 
Black, apricot. Pedigreed. Rea­ 
sonable. G L 4-0514. 
C ATS 
BO A RD ED . 
Bv Week" or 
Month. E X C E L L E N T CARE. 
C A LL TWinbrook 2-6452 


11— Positions Wanted 


Y O U N G ladv desires house clean­ 
ing. $1.25 hour. Gd. references. 
REacon 3-8671 
R E L IA B L E 
colored 
lady 
desires 
domestic day work. $1.50 hr. plus 
carfare. ED 2-0257. 
__________ 
E X P E R IE N C E D — Reliable wo­ 
man wishes d?y work per hour 
and car fare. OL 4-1603. 
W O R K iN G mother desires woman 1 C O LO RED woman would like work 
to caie for 2 small children, also : 
5 day Week or single days. Own 
lignt 
household 
duties in ex- ; 
transportation. Vallejo, 
M I 
3- 
change for room, board, sm. sal. 
-i-jco 
TW 2-3439 after 6 p.m. 
W O U LD N 'T YO U R A T H ER be in 
business for yourself than work 
for others? You can get started 
in your own profitable business 
without cash investment. For de- i 
tails write Rawleigh’s, 306 Ade- j 
line, Oakland.____________________ 
R E A L estate salesman — for active 
resale Sc subdivision development: 
office. 
Unlimited 
commission' 
plan, ample floor time and a d - ¡ Y A R D 
vertising. 
Guaranteed 
trade-in 
plan. Call W illiam Raxford Batey 
of K E Y - M A R IN REA LTY' 
4-8654 or G L 6-4803 eves. 
ST EA D Y reliable housekeeper. 12 


E X P . 14!_. yr. old boy wants yard 
wk.. deliv.. cleaning, odd jobs. 
Ask for Bill Herron at G L 4- 
9955. 
_____ _ 
IR O N IN G , 
M v home. Reansonable. 
G L 6-6433 
T R A SH H A U LIN G 
Basements, lots, yard cleaning. 
Free estimates. G L 3-5268 
work wanted days, $1.50 
hour. 
G I 6-2359 - G L 6-1637 
1 
G L M AIN T. 
MAN, 
Elect.. 
Heating, 
Plumbing. Air conditioning. Ex- | 
perienced. 
G L 4-4095 


R E M O D E L IN G 
to 
make 
y o u r 
house worth more and more liv­ 
able. Top notch carpentry, de­ 
signing. for the whole house; 
baths, kitchens, panelled living 
rooms, fireplaces, patios, barbe­ 
cues, 
bulkheads, 
foundations, 
rooms and general repairs. W ork­ 
ing < we mean “ W O R K I N G 
FO O LS") contractors! Phone G L 
4-0187 and let us solve your prob- 
_ lebs. Lie and insured._ 
j 
P A IN T IN G 
Free Estimates. Lie. Insured 
F O R R E S T C L A R K 
G L 3-2684 
M A SO N RY, F IR E P L A C E S 
1 
B B Q P IT S. PA TIO S. ETC. 
20 vcars experience 
DU 8-4594 : 
R O B E R T S Buildrng Service. New j 
Construction. 
Remodeling. 
For 
Ests. D U 8-7288. Licensed. In rd 
DOZER WORK 
Sm all jobs a specialty 
Grading 
and excavating. Hourly rates. I 
Free estimates. DU 8-0234 or DU 
_ 8-7309.__________________________ 


Paiios & Lanais 
Remodeling 
Colored cement, exposed aggre- j 
gate, 
room additions, 
licensed j 
contractor, free estimates 
G L 3-5094 or T W 2-3108 


RICH LOAM 
First quality—shredded, rich soil 
mixtures for lawns and planters. 
Fertilizer—Oak leaf mold—Field 
stone — Sand — Gravel — Fire­ 
place wood. Bu v with confidence. 
N E R V IA N I BRO S. 
G L 4-0804 Prompt Deliv. G L 4-2662 
GOOD CLEAN 
F I L L 
Sand and clay mixed. Come and 
get it! Only 50c a yard on all you 
can haul! 50 Ormond Ct. Novato. 
MASON EXPERTS 
Rock Walls, B B Q Pits, Patios & 
Bulkheading. 
N E R V IA N I BRO S. 
G L 4-0804 
G L 4-2662 
A-l TOPSOIL, PREPARED 
Manure — Fieldstone — Redrock 
— Gravel — Tractors — Trucks. 


28— TV — R a d io ___________ 


21“ PACKARD BELL 
CONSOLE 
11 - vrs. old. $100. 
G L 4-4765. 


B A S S E T Hound puppies, adorabl» 
pets. A K C . G L 6 - 1 8 4 0 .____ 
' CH Terrier Puppies, Ak<? 
reg. Championship blood lines. 
$50. 1126 Ferris Dr., Novato. T W 
2-2058. 
_ 
PO O D LE at stud. Silver Toy. Sher­ 
wood, La Gai. Gladville blood­ 
lines. AKC. Proven sire. G L 4- 
9178. 
_ 
_______________________ 
PO O D LE P U P P IE S , lovely Silver 
Toy, AKC Reg. Female, $100. 
W A 4-1852 
;__ 
VA C A TIO N ? Send puss to summer 
camp. We love ’em at "Meow 
Meadows.” B y appjt. T W 2-2102._ 
I ID D L E R ’S G R E E N poodles. Pup­ 
pies. Studs. Blks., slvrs. Phyllis 
Tworuk, Novato T W 2-9632 
D O L L Y M A R K 
F A R M S — ChU 
huahuas, 
German 
Shepherds, 
Shet Ponies. 416 Horn off S. R. 
Ave., Santa Rasa. Appt. L I 5-2746. 
W E 8-8348, Sonoma 
PO M ER A N IA N puppies, champion 
sired. Tinv Tov females. (Stud 
Service). LUND S, T W 2-3298. 


G U N D O G S Trained. Satisfaction 
Guaranteed. 
__ 


40— Misc. For Sale 


$1.800. H I- F I Console. 
1 yr. old. Anv reasonable offer. 
G L 6-0548 


DU 8-8465 or all day Sat. 
ST EN O -T Y PIST IB M 
Exec. 5-6 
hrs. 
per 
day. 
Send 
Details, 
resume. Box 972, Independent- 
Journal. 
PR A C T IC A L N U R SE 
Live in. Phone 
G L 4-3437 
__________ 
SEC Y - B K K P R Sc light shorthand 
Good at figures Pleasant work­ 
ing condition and liberal benefits. 
Apply at Crocker-Anglo Bank. 
409 3rd St., San Rafael. Mr. Prior 
between 10 a.m. and 3 p.m. 
B EA U T Y operator, full time Ex­ 
cellent 
opportunity. 
V IO L A ’S 
Beauty Salon. G L 6-3836 or G L 
4-9641. 
R E S P O N S IB L E couple to take care 
of dog kennels. 
Non drinkers. 
References. 
Nice 
house 
plus 
small salary. 
TW 2-5787. 
COOK — Housekeeper for mature 
woman — live in — local work- 


29— Musical Instruments 


BONGO SALE 
Reg. $12.95, now $7.95 
MIRACLE MUSIC 
2066 Fourth Street 
SAN RAFAEL 
ON T H E M IR A C L E M IL E 
Gen. Remod. A-i Carp. 
GL 4-3401 
F R E E EST ; D R A FT N G S E R V IC E 
outside work G L ?^ Anv rime 
4-3960 Jo hnny piANO, baby grand, excel, cond.. 
$485. 
Exceptional 
opportunity 
REMODEL 
Complete ONE STOP 
Service 
BATHS * KITCHENS 
ROOM ADDITIONS 
T IM E P L A N FIN A N C IN G 
Carpentry—Plumbing-Electrical 
Painting—Vinyl Floors 


to 5. Mon thru Fri., 110 cooking, j MAN 35. married, desires regular r T p r i ! ^ Mn R A W 'jr ;' q p C v t t f 
$30 month, call after 6:30 p.m..! 
^ 
v»v,«w _ I £ R L E E S I . D R A r I NO S E R V IC E 
Saturday 
or 
ment. Inside or 
1369 
_______________ 
H) s c h o o l boy desires work De- 
E 
endable. 
experienced. 
W h a t 
ave you? G L 6-6509. 
CO M PANIO N Nurse to invalid or 
semi-invalid. Five day week or 
substitute work. G E 5-1676. 
LE T B IL L DO IT 
Handyman - gardener, 
w / light 
_pick-up trk. A.M. only ED 2-0541. 
LA D Y 
W A N TS 
H O U SE W O R K 
R E F E R E N C E S . 
ED 2-2059 


JO B S W A N T ED FO R ST U D EN T S 
P A R T T IM E — F U L L T IM E 
Typists, baby sitters, office clerks 
stock boys, laborers, etc. Marin 
County 
Y o u t h 
Employment 
Committee. California State De­ 
partment of Employment, 805 E 
St., S.R G L 4-0355. 
NO F E E S C H A R G ED ____ 
mg references. W’rite 2040 4th M A R R IE D man desperately needs 
work, full or part time. 
ED 2-0977 


W A 4-3927 or G L 6-3203.______ 
PIANO . Gilbert upright. $70. Trum ­ 
pet, $75. TV. 17” , $30. 
D U 8-3149 


K E N M O R E auto, washer, instruc­ 
tion book, $70. 
W ill throw in 
dandy 3 yr. old auto. Kenmore 
washer for $5 w book. TW^2-3883 
T W IN W E S T IN G H O U S E W A SH ­ 
E R $145 and D R Y E R $110. 
To­ 
gether $240. Like new. G L 3-JR69 
LA M PS and Things. A complete 
selection of lamp shades always 
in stock. 
Your treasures con­ 
verged into lamps. Rewiring, re* 
pairs 
611 San Anselmo Ave., 
S.A. 
G L 6-3021. 
NO T R E S P A S S IN G S IG N S 
Linen, 25 each—$2.40 Dozen 
Cardboard, 15c ea.—$1.60 Dozen 
IN D EPEN D EN T - JO U R N A L 
1040 B Street 
San Rafael 
B R O W N rug, li'xl2'4", $25; mat> 
tress Sc box springs, $25. 2 com­ 
modes, $10. Blond TV table $6,50. 
Medicine 
cabinet. 
3 
mirrors, 
$9,50. Police motorcycle boots, sz. 
101 , $15; driftwood, 10c and up. 
G L 6-1340 
_ 


S E L L IN G E N T IR E H O U SEH O LD 
F U R N ISH IN G S. D U 8-7075. 


Tile- 
Cabinets— Vanities—Formica 
Shower-Tub Enclosures—Hoods 
Built-in Oven; Range: Dishwasher 
GL 3-9417 Days 
GL 4-9808 Eves. 
J. B. TURNER & SONS 
L IC E N S E D —IN S U R E D 
G U A R A N T EED 


NEW SPINET PIANO 
Made by Kohler A- Campbell a ; FTVE-YR.-OLD Frigidaire dbl dr. 
demonstrator ill man. fin. with I 
refriff 
U- frppypr 
rnmnArrmpnf 
bench — Onlv $495 — terms. 
RAY HIME 


TOY PARTY 
Earn $400-$2,000 Sc free kit be­ 
fore Christ mas 
NO C O LLEC T 
NO D EI 
Car nee. Goofv Goose 
Corp. G L 3-2208 or G L 4-5822. 
O LD ER' LA D Y TO B A B Y S IT & 
H O U SE K E E P . 4 davs wk. 
WA 4-2145 
___ ____ 
ESTABLISHED 
WATKINS ROUTE 
300 customers. Sell by app’t onlv. 
Full time, about $80 per week. 
Pay starts at once. No lay-offs 
Apply 117 Shqver. S. R 
C A R P EN T ER with General“ Con­ 
tractor’s license, to frame house 
in Mill Valley. Box 978. Ind-Jour. 
c o u p le . live m, practical nurse, 
light cooking and housework. 
Phone G L 4-3437. 


S; San Rafael 
4 JOURNEYMAN 
LATHE MACHINISTS 
A P P L Y IM M E D IA T E L Y 
Needed by rapidly expanding job 
order manufacturer of air craft 
Sc missile components. Personnel 
office, Mr. Coletti. 
DUMONT 
MANUFACTURING 
CORP. 
607 Irwin St.. S R. G L 6-1160 rxt 53 
FIREMEN 
for City of San Anselmo, to es­ 
tablish Eligible List and fill 3 
existing vacancies. Salary $415- 
$505. 
Age 
21-32. 
Examination 
given. 
No experience required 
Applications at City Hall, San 
Anselmo. Filing deadline, Mon­ 
day, August_ 29th. 4 p.m. 
C H EF to take complete charge of 
kitchen of Katherine Branson 
School. Must have institutional 
experience. Apply by letter only. 
Box 887, Ross, Calif. 
H O M EM A K ER-pn cti< U nur > foi 


F U L L C H A R G E bookkeeper, auto­ 
motive Sc wholesale exp., desires 
perm, position in San Rafael or 
Novato area. TWinbrook 2-3850 


12— C h iid 
C a re ___________ 


C O R T E M AD ERA, mother desires 
child care in lie. home Day and 
hourly. 
Nr. 
shopping 
center, 
Mariner Cove. 
W A 4-2252. 
E X P E R IE N C E D lady 
child 
care in vour home evenings. Own 
trans. Exc. ref. DU 8-2778 
DAY A: hourly care. lie. home, 
large fenced yard. Nr Corte M a­ 
dera Shopping Cnter. W A 4-3771.1 
LO V IN G Day care in my home. 3 
yr. up Lunches Sc snacks. Bret j 
Harte, San Rafael. Phone G L 3- 
0837. 


ROCK WORK 
Walls. Patios and Brickwork. 
G L 4-0902. Anvtime. 
Painting 
If your house needs paint, 
Call M & M Brothers 
G L 4-4551. DU 8-5997 


mg. tables, screens, fences, porch­ 
es, patios, repairing, etc. W ill de­ 
sign Sc install. Reasonable. 
DU 8-1937 


C H IL D care in my 
Marinwood GARDEN MAINTENANCE 
home. Pediatric experience, day, 
hour and monthly rates. G L 4- 
6318j 
D AY care in my licensed home. 
Near schools. 3 years old or older 
G L 3-6348._______________________ 
care and companionship of in- j N EAR United Market, responsible 


4th Sc “C ” — San R afael 
THOMAS 
ELECTRONIC ORGAN 
was 
traded 
on 
larger 
organ. 
Guaranteed like new with b«*nch. 
Beautiful w'alnut fin. Sells new 
at $795. W ill sacrifice at $445 for 
quick sale. Very easy terms. 
RAY HIME 
4th Sc "C " — San Rafael 
SPINET PIANO— Used 
In 
beautiful 
condition. 
Fully 
guaranteed 
and 
reconditioned. 
Onlv $395. 
T A K E T H R E E LO NG Y E A R S 
TO PA Y 
RAY HIME 
4th & “ C” — San Rafael 
LI. ? H T £?rpentry’ carnets, shelv- ACCORDION. Settimio - Soprani, 
e 
i. 
bass 3 treble switches. 2 bass 
switches, almost new. Paid over 
$400. asking $225. G L 4-9592. 
THOMAS 
ELECTRONIC ORGAN 
Sc S T E R E O PHONO. 
C O M BIN A T IO N 
You can play the organ or phono, 
separately or plav together. A 
new and very different musical 
inst. Either is worth the price we 
are asking. Onlv. $595. 
RAY HIME 
4th & “ C” — San Rafael 


$175: A Wedgood gas stove w/ 
shelf & stainless top, 6 burners, 
dbl. ovens & broiler, $125. Cali 
G L 4-8913, 
HOSPITAL BEDS 
Guest 
beds, 
commodes, 
cribs, 
walkers, wheel chairs, R E N T E D 
& SOLD. 
LY D O N ’S R E N T S 
Sick Room Supplies 
1318 4th S.R 
G L 4-3596 
T A P E R EC O R D ER , T a n d b e r g . 
stereo, model 5. 3 speed, original 
cast. $420. W ill sell $300. TUcker 
3-7711, extension 29135. 


24— Garden Services 


LA N D SC A PIN G 
Patios, 
retaining 
walls, 
steps 
lawns, etc. Licensed. GE^5-()646. 
E X P E R IE N C E D 
JA P A N E S E G A R D EN ER 
Call W E 1-4194 


Vacation care, watering. Spec, rates 
_ W A 4-1679 after 6 p. m. 
W E ED C U TTIN G . Power or Hand. 30— Livestock 


valid wife of bus. man. Position 
provides 
pleasant, 
permanent 
home for single woman or wo­ 
man with school age child. ED 
3-0643. 


licensed care. 
Excellent 
enees. G L 4-6143. 
rt?fer- 


E X C E L L E N T licensed Nursery for 
pre-school children, San Rafael. 
Good location. G L 3-4402. 


G L 4- 6107 
F R E E E S T IM A T E S : yard, bsmnt 
clean 
Tree 
topping, 
hauling, 
hedges, trim. Chain saw work 
Reasonable. ED 2-1195. 
G A R D E N IN G M AIN TENANCE* * 
Light hauling, lawns, house main­ 
tenance, anythg. G L 3-4897, eve. 


S T O R K L IN E buggy. Babyline crib, 
6 year, with K ant W et mattress. 
Make offer. 
G L 3-1093. 
_____ 
SH O P equipment for sale. Deha 
10” band saw, $100. Delta 24” 
scroll saw\ $125. Delta 4” joiner 
$85. Paint sprayer. $35. 400 amp 
Arc welder $125. Gas welder w ! 
Lotties $100. 10” Logan lathe $500 
Misc. shop equipment, all must 
go. G L 3-3170 eves._____________ 
T A B L E top gas range, excellent 
condition $60. To see call DUnlap 
8-6119._________ __________________ 
6 YR. C R IB and mattress, exc. 
cond. $25. Bookcase bed, double, 
box spring and matt. $35. G L 6- 
2708. 
__ 
___ 
M ARO ON Frieze davenport and 
chair. $25 or reasonable offer. DU 
8-3944 after 10 a.m.__ 
REFRIGERATOR 
New Apartment Size 
24 V ’ W ID E - O R IG IN A L L Y $219 
N O W only $179—E A S Y T E R M S 
RAY HIME 
4th Sc ”C ” — San Rafael 
Oiea-n up & hauling. New lawns. ; B E A U T IF U L black gelding. 6 yrs. j 
G L 3-79141 
0id 
spirited, gentle, saddle & i 
_ 
__________________ 
equipment 
if desired. 
Bolinas R E M IN G T O N portable typewriter, 
3611. 
_ 
like new. $50. Phone G L 6-4100. 
CAM P CLO SED . 3 trail horses need I 
A fter 6 p. m.____________________ 
good home. Gentle, spirited. $110, f o r 
T H O SE 
who 
enjoy 
finer 
$160, $175. Western saddles, $40, 
things see Swedish Viking Sew- 
$50, $65 and up. L I 5-4353, Santa \ 
ing Machine. 
B R O O K S HIN- 
Roaa. 
TON, rcnt-rep. D U 8-4256. 


Model W D A 
W as $219 95 
NOW 
$199.95 


Model W C D 
W as $299.95 
NOW 
$239.95 


Model W I 
Was *359.95 
NOW 
$279.95 


Model W C I 
W as $399.95 
NOW 
$299.95 


50c P E R R O L L 
W a ll paper -lose out 
T H E P A IN T PO T 
A N T IQ U E 
bedroom 
suite. 
Louis 
X V I. 6-pc. $1000 
See bv rddL 
only Sun 10-2. T U 3-7368 
U S E D wringer tvpe 
Maytag $50 
Bassinett w pad and cover $10 
Plav o?n w pad $10 G L 4-6708. 
D IN IN G room table, brush birch 
2 pair draperies, lined. Occasion­ 
al chair 
G L 6-4132 after 6:00 
weekdays, all dav Saturday Sc 
Sunday. 
__________ 


K E N M O R E washing machine. $35. 
or best offer. DU 8-6986 
S T O V E . Wedgewocd w dbl. oven 
<fc broilers, grill, clock. Just like 
new. Misc items. 
G L 3-6945 
W A S H E R . Maytag au tom atic,1955. 
Excellent condition. $90. 
T W IN B R O O K 2-6092 


— 
Misc. For Sale 
40— Misc. For Sols 
40— Misc. For Sal# 
40— Misc. For Salt 
46— Boats and Supplies 


I960 Frigidaire 


Washers & Dryers 
P R IC E D L O W E R TO M A K E 
W A Y F O R 1861 M O D E L S 
N O W IN T R A N S IT 
WASHERS 


ELECTRIC 
DRYERS 


Model DO 
w ?s $189 95 
NOW $159.95 


Model D C D 
W as $229 95 
NOW $189.95 


Model D I 
W es $269.95 
NOW $209.95 


Model DC I 
W as $329 .95 
NOW $259.95 
GAS DRYERS 


Model D G S 
W as $179.50 
NO W $169.95 


Model D C D G 
W u $269.95 
NO W $219.95 


ERNEST ONGARO 


543 S A N A N S E L M O A V E 
SA N A N S E L M O 


reau; 
of fer- 


RoU-a-way * 
T W 2-9056. 
bed. 
Best 


S A C R I F I C E D ! ! 
M A P L E E A R L Y 
A M E R IC A N 
F U R N IT U R E 
P R IC E S S L A S H E D ON E N ­ 
T IR E 
S T O C K 
O F 
S O L ID 
M A P L E , 
B IR C H . 
C H E R R Y . 
PE C A N . F R U IT W O O D —S A V ­ 
IN G S U P TO 
O F F ! 


C aptain’s 
chairs, 
solid 
maple. 
N O W 
$19.95 
( w e r e 
$37,951 
M atching harvest, table, 66 in., 
O N S A L E $59 95. 
Solid maple 
D ry Sink, 50 in., $99.95: Hide-a- 
bar rand most men like this) 
$119 95. 
Gov. WTinthrop maple 
secretary. 
$159. 
Round 
maple 
din. 
table 
< extends», 
$55. 
A 
breakfront. 
60 
in.. with 
glass 
front, china cab., built-in desk , 
N O W $249. 


SO 
T H E 
P A IN T E R S 
C A N 
W O R K 
U N H IN D E R E D , 
our 
large stock goes. 
Maple cricket 
chairs 
(pillow seats) 
and now 
each 
$17.95. 
Club 
chairs 
in 
damask, matelasse and textured 
fabrics. R E G . $119; O N L Y $66.95 
Love seat, maple wing back. etc.. 1 
O N L Y $129. 
Three-piece wing 
sectional 
sofa. 
Maple 
shoppe 
showpiece $399. 
78 inch sofa. | 
ehocolate 
b r o w n 
matelasse. 
flounce. $288. Quilted 80 in. sofa, 
beaut, floral print outline, $329. ! 


F IN E S T N A M E B R A N D S — But I 
of course credit term s!— W IT H 
Q U A N T IT IE S limited to S T O C K 
O N H A N D . 
R u ral English bed­ 
room by Thom asviile— one of the 
finest 
in 
our 
collection. 
One 
only! 
Triple 
dresser, 
m irror 
cheat, panel bed, 2 stands. Reg 
$734, Now $589. 


Also cherrywood. Italian Pro vin ­ 
c ia l? * ^ 2 twin panel beds, stand 
dresser, 
mirror, 
N O W 
$319. 
C H E R R Y bedroom suite (solid) 
with poster-canopy bed with toD 
m irror, chest and 2 night stands 
only $665. 


ADDRESSERETTE — 
ELLIOT 
Best offer 
W A 4-3135 


18 IN . elect, reel type mower, self 
propelled, auto, take-up reel. $35 
G L 3-5848 
M A P L E Salem finish single bed. 
beautycrest box spring & matt . 
excl. cond.. $35. Ironrite ironer, 
good cond.. $50. 
G L 6-2140. 
D IN IN G rm. set. table, buffet and 
6 chairs, $50. Compl. bdrm. set. 
$50. Mod 
ria\eno At chair. $20 
Radio-phono, console, $10. Tredle 
sewing machine. $5. 
Drop-l°af 
bkfst. set, $7. 
Bird cage and 
stand. $3 
Call eves, after 7 or 
weekends, G L 6-5862 
F R E N C H provincial dining room 
set, 6 chairs, $135. M any other 
household 
items 
Being 
trans­ 
ferred. 
G L 3-1541. 
T A P E Recorder 1 yr. old. Telectro. 
excellent condition, $65 
Phone 
G L 3-2184. 
R IF L E , .32 special, brand new, best 
offer. 
Two 14-in. dodge lancer 
spinners. $3 each. 
G L 4-2913. 
F R E E Z E R , 22 cu. ft. upright. E x ­ 
cellent condition, $175. Call DU 
_ 8-1541 before 12. after 6. 
B A R G A IN S 
Moving abroad. Im ­ 
mediate sale of most furniture. 
Call D U 8-0687 
C E M E N T mixer, good condition 
$50. 
Phone 
DUnlap 8-0691 


B E A U T IF U L 10 piece dining room 
set. Lovely bric-a-brac, and mis-, 
pieces Must be seen to be appre­ 
ciated House sold, must sell. G I 
3-6756 
W E S T E R N saddle, like new. $60 
Phone 
after 6 
p m. weekdays. 
W A bash 4-1140 
B L O N D 
mahogam 
bedroom set 
Includes 
double 
bed. 
2 
night 
stands, vanity A* stool, double 
dresser, high-boy. 2 mirror*. All 
have plan glass tops 
Must sec 
to appreciate G L 3-0721 
G U N S FO R S A L E 
One Winchester rifle ,270 caliber, 
excellent shape, $75. One Stevens 
12 gauge pump gun, leather case 
$50 One Colt 32 automatic pis­ 
tol belt holster, $15. G E 5-4768 
evenings 
L E A V IN G T O W N Sacrifice 
Ken- 
more 
washer, 
guaranteed. 
$75. 
Kenm ore gas dryer, $75 
Pori 
Jam es dishwasher, as is. $15 O F 
refng. w sep 
freezer. $150. 6x9 
Persian rug. $35. 9x12 tweed shag 
rug. 
$15 
W ater 
color, 
orig., 
Hughson, $30 Bedrm. set, beaut 
bleached m ahog, triple dresser 
w plate glass mirror, doub man's 
dresser, bkcase hdboard. 2 bed 
tables, foam rubber matt & box 
springs, bdstead As goose down 
comforter 
incl. 
Orig. 
$1500 at 
Pran k Newman Sac. $300 Su n ­ 
burst clock and candle holders, I 
$15. Brass portable bar. $12 50 j 
Pole 
lamp, 
$10. 
Wooden 
TV 
tables, $10 Card table Sc 4 chairs. 
$25. 
Lg. Chines? 
hand 
carved 
gold 
Buddha. $50 
Dresser 
for 
child's room. $20. Columbia pho- ! 
< graph, plus « lock speaker. $20 
Double elec. blanket, new cond. 
$15. 20 vol Book of Knowledge. 
$10 4 green drape panels._iL5Q 
SToane s foam rubber single bed 
fitted spread A- bolsters. $60 
D U 8-3693 
R E F R IG . G E 9 cu. ft., good cond 
$50. R C A 21 console TV , needs 
work, $40 
Ph. G L 4-9573 
M O V IN G ! 
S E L L IN G 
E N T IR E 
H O U S E H O L D F U R N IS H IN G S !! 
F R IG ID A IR E . square line, 11 ru 
it. Like new, $175 SO FA . G reen­ 
brier. 
oatmeal, 
linen, 
perfect ! 
Cost $550. Sell $195. 
S T U D IO 
C O U C H E S. Like new Rust nvlon - 
cover 2 for $10. 
M A G N A VO X, 
AM, FM . Radio, phono Modern 
oak console. Cost $500. Sell $95 
G L 6-0222 


D E S K . mod. limed oak, excellent 
cond., matching chair, $50 
G L 6-4129 
A PT . size gas range. New fireplace 
screen. 
G L 4-7346 
G A S Stove, O'Keefe and Merritt, 
chrome top, griddle, arto, timer, 
___ 


26fd J r r n " lo a f' « S t e r E * » ! « ? ' 2 C H IM - 'A R O B ES. $12.50 A- $20. Lg 
- f e S ? . 
| <C;E sSf 
S r & S & r ii 
BACK TO SCHOOL 
?-a.T-Pen-‘.8 N?arly 
•»»« 
SPECIALS! 
Elect. Console sewing machine, 
forward ard reverse stitch. 
$29.50 


O N F F IF C E O R C A R LO A D 


PYRAMID 
PLYWOOD 


MARIN’S LARGEST 


P L Y WOOD 


AND 


DOOR 


DISTRIBUTOR 


EXTRA SPECIAL 
3/s 4x8 PARTICLE BOARD 


@ 
8 '/ 2 C 
P E R vSQ FO O T 
$2.72 PER PANEL 


QUANTITY DISCOUNTS 


DIRECT MILL 
SHIPMENTS 
AVAILABLE 
PYRAMID 
PLYWOOD 


650 IR W IN ST. 


FA N R A F A E L 
I 
Open Saturday ’til Noon 


C O M B, radio rec. player. 3 speed 
Cabinet $25. Nesco elec 
oven, i 
port., 
auto.. 
$20. 
Tuxedo. 
42 
Long, shirt, studs, tie, $25. Mon- I 
roe I, « 
a 
d 
I 
rvelrrs $15 
G L 3-8988 j 


44— Office Equipment 


S M IT H C O RO N A 
"STERLING" 
The 
newest 
of 
the 
Portable 
Typewriters. All the features of 
a standard machine. 
REG. $1 14.50 
S P E C IA L S U M M E R P R IC E $79.95 G E combination washer-dryer. Pre- 


END OF SEASON 
B O A T IN G S U P P L IE S 
C L E A R A N C E 
L I F E JA C K E T S , adults 
$3 33 ! 
F IF E JA C K E T S , 
med 
$2 88 
L IF E JA C K E T S . 
«lulu s 
$2 14 I 
F I R E E X T IN G U IS H ! R8 gen 
era! 
Reduced 
*10 95 
O U T B O A R D Oil, Vahohne 
40e ql 
i 
Get a care now for onh 
$7 95 ' 
B O A R D IN G Ladders, low as $6.95 
! Pulton Win« hr.s 
From $3 95 
S K I R O P E S 
«198 
: Braided polyethelene i«*pe, 
190 ft 
lengths 
$3 &<s 
B O A T Cushions C G A 
Rec $2.98. m w 
f i 9?; 
ED’S AUTO SUPPLY 
Open Few 
T il 9 sun till 5 pm 
851-853 Fourth St., San Rafael 
Free Parking In Rear 
JIM S s p o r t S H O P 
says "ALL. O F O U R 1960 B O A T S I 
St T R A IL E R S A R E P R IC E D TO 
('1 E A R '" 
10 
Down, up to 36 mo. 
Hank Finanting 
703 G rant, Novato 
T W 2-2249 
Open 7 davs a w «’rk ’til 9 
T R O JA N , 
18 
Dav Cruiser, jjrev, 
4-70. 
161 
hoius 
top. etc 
Ed ­ 
wards Trailer. S S Radio, bunks 
head. irnrnac D U 8-7372 $3.230 


I w o paddle boards 
brand new 
fiberglas ed mahogany, 35 pounds ■ 
$90. 1)1! 8-0253 
25 F T C H R IS C R A F T . 100 hrs on 
motor 
Planked 
hull, finest 
of 
condition, 2 bunks, head A gal- ! 
ley. $3750 Term s it desired 
Ph 
G L 4-2549 evenings 
FIBERGLAS 
BOAT REPAIR 
P E N N E Y M A N U F A C T U R IN G 
i 
/ Lovell, San Rafael, G L 6-6171 , 
27 F T 19;>8 O W E N S Cabin Cruiser. 
Berthed in San Rafael. F ly in g , 
Bridge Mahogany p l a n k i n g j 
Twin 6, Excel, cond 
1 ike new 
Elec. anchor winch 
$6,950. best I 
offer or will trade B y owner S K 
1 -2888 or Y U 6-3913, Fan F ra n ­ 
cisco. 
O N C E IN A I I F E T IM E B U Y 
22 F T IN B O A R D C R U IS E R , 95 
h p Sleeps 2 v galley .V head I 
Other commitments forces sale 
$1050 Call G L 6-2356 after 5 p 111 
14 
FO O T 
Chris« raft 
w Johnson 
H P. motor with trailer, acces­ 
sories 
$550. Terms. 
G L 6-1531 
I 
eves. 
I 2' Wizard Fiberglass Boat 
Trailer, $250. W A 4-3135. 


60— Homei For Sole 


County Wide 


YOUR DREAM HOME! 


Is no wundor construc­ 
tion in a picturesque 
sheltered valley only 20 
minutes to San Tr«nn- 
cisco. 
On 
a 
quarter 
acre, almost level site 
with a sweeping marine 
view. The frame of the 
home is completed and 
an opportunity now for 
you to select colors, 
lighting fixtures, and 
appliances in this 3 bed­ 
room, 2 bath, non-tract 
home. First time adver­ 
tised! The Price: $24,- 
950. 


James Gallagher Realty 
310 Sir 
Francis Drake Blvd 
San Anselmo 
g l 6-626: 


ONLY ONE LEFT! 
AT THIS PRICE 
: 
$19,950 


New 3 bechm. 2 bath 
«*•■ le v e l1 
view lot In Terra I inda Immeri- 1 
late occupancy $2500 down w ill! 
handle 
SELL IT ALL 


This large 
beautiful 
3 
bedim 
home includes wall to wall « ur- 
petlng Sc complete furnishings 
Close in 8 R 
quiet area 
O u t­ 
standing garden 
I nrge view lot 
Owner 
snvs 
.* ell 
everything 
O nly 
$27,500 
A 
truly 
‘«bettei 
buv» 


<imViirnhrnl .Ifmirmtl. Friday, August 19, i960 
19 


60— Homes For Sala 
60— Homos Far Sa!« 


County Wide 


School 


Days 


School 


County Wide 


55— Misc. Wanted 


$14,250 


W hite Electric Console, forward 
and revers° stitch. 
$34.50 


Singer Electric Console, walnut 
_________ _____ 
Queen Anne cabinet. Absolutely , E L E C T R IC Stove, Kenmore 
perfect, onlv 
i 
. 
.. 
. 
$59.50 


Singer Electri" Portables 
$34.50 TO 49.50 


2 
Kenmore 
Electric 
Consoles. 
Both in walnut cabinet. Forward 
and reverse stitch. 
Each 
39.50 


SINGER 


SEWING CENTER 
1235 4th S t.. S .R. _ _ 
G L 3-2190 
M A P L E B.R., 6 pieces, $75 
Dav 
bed (Sloane’s), $35. Fam . or T V j 
rm. wicker. 4 pieces, $150. P IA N O 
$370. 
Good 
buy! 
233 
Laurel 
Place. San Rafael. 
G L 3-0133. 
U N IV E R S A L Portable sewing m a­ 
chine also new. Rem ington letter * 
R ite r typewriter used 1 month 
G L 3-862(1___________ 


W A L N U T bedroom set, dbl. bed 
chest, dressing table, $35. 
G L 3-1463 
Provincetown maple, bowling pin 
P R IC E D for quick gale. Two 30-06 
rma Ilfv 
, 
_ 
n 
. 
nil 
U..1D ..If l . 
« .. ; j « 
- 
quality bedroom suite, 
2 twin 
spindle beds, night stand, chest, 
dresser and framed mirror, $279 
D R E X E L white French Pro vin ­ 
cial, triple dresser, framed m ir­ 
ror. chest, 2 night stands, king 


mower, 
patio 
furn 
Sc 
rriiscel- 
laneous items. G L 4-7947. 
FINE M AHOGANY FURN 
Spool tbed. 
old 
dresser. 
F i n e 
Sloane’s 
wing 
chair 
secretary 
desk, each ball an d 'claw 
foot. 
Lovely old 
game 
table. 
Lenox 
china, service 6. open pattern. 
Misc. items 
Owner. G L 4-7064 


S U N B E A M 
elect, 
lawn 
mower 
excl. cond . $30. Phono G L 6-2274 


, 
— .....40" 
fam ily size, clean, good cond. a 
bargain for $75. Dresser and m ir­ 
ror. 6 drawers $15. G L 3-5904 
G A S Range, Western Holly, grid­ 
dle. $50 Philco refrig., $50. 7 
ft 
! sofa $20. Large mirror $7.50. Or 
all $100 D U 8-4908 
P U B L IC Rummage Sale for a ori 
cause. Stove. $25. Coats dresses 
spreads, (dbl. Sc single», games 
used wedding gifts. G L 4-1209 


j 
Phone anytime. 
| R U G S — Us?d carpeting as Ls 60 
sq. yds. for $40. 4 misc. lg. rues. 
$5 ea. All 100U wool. G L 6-4596 
C A M E R A , Contax S. 35 mm. Biotar 
S : 2 lense. $50. Baby furn , 6 yr. 
crib matt., matching chest & hi- 
chair, $55 
Apt. size gas stove 
used only 3 mos. $45. All gd. cond 
! 
G L 3-1605 
F R E E Z E R . 16 cu. ft., chest type 
exc. cond. $200. Call D U 8-7541 
after 6 p.m. ____ 
F R E N C H Provincial din 
rm. set 
Cherrywood. 
6 
chairs, 
uphol 
seats, buffet, cabinet. 3 leaves. 
I ike new. $375. D U 8-5065. 
O C C ID E N T A L gas stove, grid, oven 
broiler, timer. In good shape. $50 
Phone G L 4-2118. 
TESTED-APPROVED 
GUARANTEED 


custom built rifles: 1 with 4 pwr 
scope, $10. 
1 with peep sight, 
575. 
T W 2-3721 after 5 p.m. 
O C C ID E N T A L gas range w clock 
and light 
Good condition, $50. 
, - --------„ 11IS 
\VA 4-017? 
size panel bed with 2 twin swing- 
t r A\'g F F R R v n 
Cr* 
v 
. ’ 
away frames or king size frame 
g V Si* 
. 
«7 T 
™,a‘sl?er’ 4 
fam ily siz? refrigerator. $79 50. 
— Drexel’s 
best— W e 
have just 
>r* old.excellent con. Weekends F R IG ID A IR E combination refrig- 
one! 
$699 
J 
| 
or evenings, W A 4-3603. 
: 
erator freezer 2 door. 90 lb. freez- 
M A P L E F U R N IT U R E collectors' 
S IL V E R W A R E set, 52 pieces. Com- 
er Latfi model. Real sharp $165. 
Add solid maple fireside benehps 
I 
munity, beaut, design, sac. $38.50 S H E L V A D O R 9 cu. ft. refrig with 
50 in.. (w loose cushions» $47.95- 
W A 4-0356 
*■-- 


WELLEN'S 
S R T Y P E W R IT E R CO. 
1239 4fh St. 
G L 6-1311 
FIREPROOF SAFE 
48x29x29. Best offer. G L 4-2323 
O F F IC E F U R N IT U R E — New an«! 
used Steel or wood — complete 
stocks. Moore’s Stationery. 1337 
4th St 


46— Boats and Supplies 


C A N 'T afford a boat? W ill share 
my cabin cruiser in return for 
keeping engine Sc boat in good 
shape. Ph. G L 4-8760. 
1959. 15 F T Dorsett, 35 h p. Jo h n ­ 
son, electri« starter, custom cov­ 
er. Assume payment* of $32 mo. 
Balance of $1,508. Good credit 
risk 
49 Greenbrae 
Boardwalk, 
or HOward 1-5069 after 4 p.m. 
17 FT. Lapstrake M ah 
runabout, 
almost newv Good for skiing or 
pleasure 
boating. 
$500. 
G L 4- 
2375. 
14 F T ski boat, 33 h.p. Scott mo­ 
tor, trailer, excellent cond. $750 
G L 6-3535 
14’ N U N E S Jet 
fiberglass o ply­ 
wood. 18 h.p. Johnson Sc '57 elect, 
starter, extras, trailer, $795. G L 
3-0502. 
Manufacturer's Closeout! 
BRAND NEW 
14 Ft M arauder Catam aran. The 
ideal S A F E fam ily boat 
Com­ 
plete with I960 60 H P . Flying 
Scott, heavy duty trailer. W in d ­ 
shield. upholstered seats, controls 
and all other necessary acces­ 
sories. 
List Price 
To Clear 
$2.641 
$1.915 
W ill sell boa? and trailer or en­ 
gine separately Terms available. 
ED'S AUTO SUPPLY 


fcr blue Good cond 
price G L 4-2Ì11 
Dea sona bl e 


60— Komes For Sale 


County Wide 


Ready For School? 
H ere’s large new 
home, 
readv 
to move into 
3 bedrm. plus. 2 
baths, lg. fam ily rm 
Elect, k it­ 
chen. $24,750. 


LARGER? 
5 bedrms. 3 baths, sen dm rm 
huge activity rm. with fireplace 
and 
everything 
for 
eveiybod” 
in the fam ily $39,750. 


Farrington Jones & Son 
Established in M arin .Since 1916 
224 S ir Francis Drake, S A. 
Ph. G L 3-6691 
Eves , G L 3-1068 or G L 6-3685 


$1,000 DOWN 
$85 month, buys this large two 
bdrm. home in Lagunitas, won­ 
derful summer or winter home, 
ideal 
for 
children, 
full 
price, 
$12,500. 


RAFAEL MEADOWS 
3 bedrooms, % large living room 
with fireplace, dining room, dou­ 
ble car garage, large level lot 
with 
patio. 
Close 
to 
super 
market, $18,750. 


ANNIE M. REAGAN 
R E A L T O R 
SA N T A V E N E T IA 
G L 4-2730 


2 Bedrm, plus den. 2 baths Olrici 
home on extra laige tree shaded 
corner lot Close to everything In 
San Anselmo, 
TARRANT 


3570 Redwood H i way San Rafael 
Ph G L 3-6220 
Eves Ph. G L 6-2205 


Brand New 


$22,950! 


4 bedrooms! Non tract! 
Choice San Anselmo 
area. Landscaped! Top 
construction! 
Bedroom 
and bath ideally arrang­ 
ed fo r in-law. Walk to 
shopping 
t r a n s p o r ­ 
tation! Will trade! 


Marin Town & Country 


C O R. 3RD Sc D R T S , 8 R . 


G L 4-3145 or Eves. G L 6-4578 


GI Resale 


F R IG ID A IR E 12 cu. ft., extra large Open Eves, till 9, 
Sun till 5 p.m 
851-853 Fourth St., San Rafael 
Free Parking in Rear 


Colonial tablp lamas «also Pro- 
R E F R IG . apt. sz., gd. cond 
$65 
vm cial. English. 
All up to c 
off 
P IC T U R E S . 
Some 
curio 
cabinets, bookcases 
B E L L A C H S F U R N IT U R E CO 
777 Francisco Blvd 
San Rafael. 
D aily 'LI 6 Wed 
and Fri. eves, ’til 9. Sun. 1-4 p rm 


cross top freezer. In striking Sun. 
burst Yellow. A beautiful m a­ 
chine. S149 


.22 Pum p 
For 


•Prices reduced for quick sale 
to make room for painters, and 
the arrival of new stock. 
B E N D IX washer and drver, good 
cond. Sacrifice $85 for both Eves 
G L G-1531. 


M O D E R N 3 Chairs, kitchen table 
u£ rlght L a n e cedar chest 
$40: 
Kenmore 
5 - temperature 
dryet. $110: metal luggage car- 
1/i ^ ’0$^ P.c'anister set, table lamp 
G L 3-3/70 
¡32 S P E C IA L & 
information call 
G L 4-7114 
v. E D G E W O O D , 
4 
burner 
stove 
Griddle, oven, broiler, warming 
oven. 40" wide. $85. G L 4-1861 
R E F R IG .. 4*a 
cu 
ft. apt 
sz 
l 
yr. old, $115. 
G L 4-7437 
k lN G size mattress with 2 box 
springs. 
Excel, 
cond. 
Sacrifice 
$75, complete. G L 6-4673 
6 Y R . crib, compl., $17.50. Babv 
cnest, $15 Dbl. bed, matt., spri?if 
dresser, $25. G L 6-1570 
M a y t a g w a s h e r , rec 
model, 
WOrks perf.. ,c60. Tw in beds w 
m att s. 
match, 
dressar-mirror, 
nite table, bench, lovelv pcs. All 
for $85. Blue plastic ext 
kitc-h 
tabic. 4 chairs. $25. DU 8-2478 
k R E E Z E R , 19 cu. ft. Arnana up­ 
right. best offer. G E drver. best 
^ o ffer. Both like new. G L 3-5176 
F U R N IT U R E 
3 Rm s„ 1 yr. old. 
Asking $350. 
G L 6-0548 
Q U E E N A N N E secretary desk and 
chair. 
Brown 
chesterfield, 
2 
maple occasional chairs, green 
plastic reclining jchair. G L 4-2109 
i PC. sectional, brn. and gold sofa 
Simons hide-e-bed, blue tweed. 
Carved 
desk 
or 
library 
table. 
Carved 
Louie X V 
chair, 
rose 


2 pr. Prov. draw drapes, $35. T W r n i n c P O T 1-» 
i-n ik 
2-6131 before 10 am 
C G L D S P O I 
12 cu. ft. DO lb. com- 
BT M ^ c 
---— ’ 
—r 
bmation refrigerator freezer. In 
Î Î Ï S 5 ’, diam ° n^ engagement and 
absolutely immaculate cond. It 
«io 
tir 
noi50, 
would grace anv m od°rn kitchen 
sacufice $42.50 set. W’A 4-0356. 
$240 
T W O - Y E A R - O L D 
Magic 
Chef B E N D IX automatic washer, excel 
stove with grill, broiler. $85 
D U 8-4385 


3 R O O M S modern rurniture. in ­ 
cludes 7 pc. living room. 7 pc. 
bedrm.. 
plus 
mattress 
& 
box 
spring and 5 pc. dinette. All 3 
rooms. $299; $18 dn 
*18 mo. 
Free Delivery 
Free Storage 
W E S T E R N F U R N IT U R E CO 
184» 4th St- 
S a n Rafael 
G A S range. 36 inch. 4 burners, oven 
broiler, 
storage 
drawers. 
Very 
clean! $35. G L 3-5494._________ 
W E D G E W O O D 
gas 
stove, 
deep 
trash burner, table top. $15. G L 
3-0787. 4 burners 


lent in mechanical condition Sc 
appearance. $39.50. 
B f N D IX 
G Y R O M A T 
automatic 
washer. A real buy at $84. 
F R IG ID A IR E Filterm atic drver in 
startling Aziee Coppertone. Used 
only 6 mos. O riginally sold for 
$309 95. Now $185. 
M W 36" table top gas range. In 
pood cond. Onlv $59.50. 
48" B U IL T - IN sink & drain cab­ 
inets. Builders special. $69.50. 
F R IG ID A IR E 
Built-in 
oven 
& 
range top. 1960 model clearance. 
Oven and top reg. $349.95. Floor 
samples now onlv *20988. 
M A G IC 
C H IE F 
30" 
gas 
range 
Brand new floor sample. Reg 
$179.95. now $138.88. 
10 cu. ft. upright 
freezer. Bran d new floor sample 
to clear, only $198 


SKIN DIVING OUTFIT 
____ ____ 
New, never used, complete except F R IG ID A IR E 
for suit. Aqua lung tank with re- 
“ “ “ 
serve air and stand. Aqua lung 
regulator, two stage. W rist depth 
M f P T T A T T 7^! 
gauge. W ide v ipw mask, Swim- 
I ’i L i 
O 
master. Pressure gauge for tank. 
3 1 7 r* C T 
c a m 
d a c a c i 
W eight belt with 8 w e i g h t s 
9 1 7 C S I . , 
S A N 
R A F A E L 
Squalie foot fins. 
/CLI 
7 ¿ 0 7 4 
C A L L H O 1-5162 
O - O U / n 
B R A N D new custom made white B R E A K F A S T table. 24” x 36” . grev 
N ughyde couch, tufted seat and 
formica to j, ^ cnaip. white plus- 
back. that can be removed to 
make single bed, see to appreci­ 
ate. $150 Phone G L 4-7539 


tic covered, flecked gold Sc grev, 
gd. cond. $20. G L 3-06G5 
E L E C T R IC motors. 10 units. 
¡ to 
5 II P. excess eonipment. Inspec­ 
tion bv appointment only. G L 4- 
4368 or G L 3-0294 


YEAR END 
CLOSEOUT 


Making Room for ’61 Models 


Owens Fiberglas Beats 


Seott Motors 


Tremendous Savings! 


D on’t Miss These Bargains 


THE POOP DECK 


254 Redwood Hiwy, So. End of 
Richardson Rav Bridge. 
E D 2-2632 
BALLAST PIG LEAD 
Ac? Metals Co. ATw ater 8-4545 
I 14-FT. Ski Boat. ’59 elect, 
-tart. 
Evinrude, trailer All extras. Dlx. 
Call G L 6-6890 after 6 30 
O U T B O A R D Motor, 25 h.p. Jo h n ­ 
son. just painted, asking $165 
C ali G L 6-3157. 
19 FT , Lightning class sip. Excel 
I cond. Tr!r. New spruce mast, dac­ 
ron spinnaker. $1100. HO 1-5114 


j 15 
F IB E R G L A S S boat & trailer, 
35 h.p. Mere, motor, fully eqmpt, 
N( ver been in water. G L 6-0956 
; 
after 6:30. 
16 I T . Runabout magh. deck 40 hp 
j 
Merc motor New trailer. All ac­ 
cessories incl. $795 G L 3-5176 


NOTHING EUT 


R A V E S for this gorgeous home 
commanding one of the M O S T 
E X C IT IN G V IE W S in M arin, vet 
level driveway and T H R E E C A R 
garage! M agnificent all electric 
kitchen! 
T w o 
lavishly 
tiled 
baths! 
Extra 
wide 
halls to 
3 
bedrooms. W all to wall carpets! 
Ever so nicely landscaped' P O S ­ 
I T I V E L Y 
D R I P S 
W I T H 
C H A R M ' 
$41,500 


Scotlo & Robinson 


2050 4?li St 
San Rafael 
G L 3-0622 or G L 4-8248 


THIS IS FOR YOU 


If you want three bedrooms and 
two baths 
under 
$20.000 in a 
lovelv 
S a n 
Rafael 
location! 
Spanking 
clean 
and 
shining 
bright, 
this 
newly 
decorated : 
home has a delightful eleotru 
kitchen, large dining area am 
the luxurv of a stall shewer in { 
the master bedroom! This Is a 
N E W E X C L U S IV E and 
is of­ 
fered for tb ° first time a ’ $19 


W. J. MURRAY 


G L 3-2603 
G L 4-4434 
3 B R . C O M PA C T 
Cheerful 
view 
home 
close 
in. 
2nd bath in, needs shower Gar. 
W ired 220. $14,750. 
L G E . F A M IL IE S H A V E N 
3 hr . 2 ba , fireplace 2 car gar 
Fam ily 
rm.. 
seclusion. 
Patio. 
I 
B B Q $17,950. 
14’ G L A S S P A R Sport Lido, twin 15 
M A B E L L E C U L P E P P E R . Realtor 


U N U S E D G E oven Ar counter unit. 
Bendix wash., dryer, sofa, chairs, 
trunk, bed, chest, child's ward­ 
robe, swings, boy’s bike, train IR O N E R . Kenm ore '54, a beauty, 
dolls, etc. G L 3-4529. 
$30. New Therm ador heater Sc 
S U M M E R D A Y S mean S U M M E R 
fan,_$20. Eunk beds, $25. Draught 
B A R G A IN S 
at 
the 
Treasure 
M art. 
Holy 
Innocents 
Parish, 
Cor Le 
Madera. 
Thursday 
thru 
Saturday 10*5 p.m. 
K E N M O R E 
washer 
rn d 
electric 
dryer, 2 years old, excellent con­ 
dition. $225 both. H i-Fi stereo. 
A M -FM . 
phono, 
comb., 
blond 
console, new. $200 T U 3-6990. 


36' M A G IC C H E F gas stove. Clean 
. 
— - 
---- - 
.-v,- , 
Make offer. G L 3-0189. 


K m 
r r J S ac9 a m' ° r after Z E N IT H 17" Table Model T V T M ov- 
o P-m. 
u l 4-3806. 
__ 
, 
ing Excel]ent condition. $75. W A 
P A T IO 
settee, 
steel 
frame, 
coil 
4-2013. 


c i S lgeonriCUrT i0 ?S9? m atS 
three’ S A C R IF IC E Spinet p ia n o ;6 rooms 
gooo cond ( iL 3-2316 



of fur.tj Practically 
new 
G L 6- 
V IC T O R welding gauges and burn- 
1 
1707. 
ing torch. W ith 50’ new hose 
plus 100’ used hose. Call G L 6- 
1456 after 5:30 pm . 
fi X 12 W O O L rug $20; double m at­ 
tress At spring $20. cedar chest 
$35. Phone G E 5-1037. 
V a c u u m s , late model tank, perf. 
condition, 
Also 
hand 
vacuum, 
reasonable. G L 4-0134. 


ing board light, $5. Mixmaster. $4 
Rad'o parts. $2. Toys: trike, $6: 
Racer, $3. 
Bowling $20 set, $7. 
G E 5-3325. 
B IK E , 
g irls 
26” 
Schwinn, 
$20. 
Bunk bi d frames. $10. Babv boun 
c.v chair. $5. Playpen, $5. W ater 
htr . 30 gal. $10. G E 5-3394. 
'59 G E automatic washer, excellent 
shape, 5 pc. dinette set. 2 step 
end 
tables & matching coffee 
table. A ll for $175. G L 6-6588. 
P O L IS H E D mahog bed Sc vanity 
Sofa, like new. Ency. Brit., h ard ­ 
wood cabinet, vr. books thru ’58. j 
Uphol. chair. Firepl. set. Antiaue 
platform rocker. Bkcase*. coffee 
table, other items. A ll reasonably : 
priced. W A 4-3927. G L 6-3203 
. G E D R Y E R $75. Hem p rug, 12c sq 
O 'K E E F E 2c M E R R IT T range 
bedside table, $4 ea. Rug pad $5. 
Bkkcase, $5. Apt washer $5 G L 
4-9619. 


visulite oven. 1 yr. old—excellent 
cond. A bargain at $110!!! 


G L 6-1774 


F R E N C H P R O V IN C IA L end step T R I G ID A IR E stove, deiuxe dole 
tables. 
N Y. 
custom 
designed. 
oven. Frigidaire refrig. 8 cu ft 
hand carved Cast $650, $150 pair 
Excel, 
re/nd 
Aut. 
washer 
$35 
lamp base, $30. G L 3- ; 
St.udio couch, grav tweed 
$50. j 
$»3®- 
I 
Wkends Sc evenings. G L 3-2974. 


Evinrude engines, Gator trailer 
complete 
’ win 
ski 
equip 
Exc 
cond. Asking price, $1,150 
G E 
5-0337. 
O U R engines make gas hog out- 
boarcis obsolete W ater ski tor just 
pennies a day. Cost less too! 
Douthit Sc Crane Boatw'orks, 5933 
Redwd. Hiway, N., Santa Rasa, 
L I 6-0425 
N EW ’ 20 ft. Cabin Cruiser. Can be 
seen at 26 D uffy Place, San Ra- 
fael, 
Monday 
through 
Friday 
8-5. Ph. days G L 3-4583. Eves. 
G L 4-2009. 
7 :j 
H.P. 
Elgin 
outboard 
motor. 
looks and runs good, $85. 
W ill 
demonstrate. 
G L 4-8337. 
4 C Y L . Star engine, m arine conver­ 
sion. A-l condition. $100 or best 
offer. 
G L 6-3072 after 5:30 
16-FT 
inboard and trailer, wotid 
hull w fiberglass. Mahog. deck. 
Newly refinish. $1195. G L 6-4529 
B A R G A IN — 12 ft. Fiberglass run­ 
about, In cl trailer, 18 H.P. Jo h n ­ 
son outboard motor. 
W A 4-2346 
BOAT INSURANCE 
CONSULT AN EXPERT! 
The best possible coverage at a 
reasonable price 
Call 
L IV E - 
W IR E L IN D S K O G . 910 Irw in St 
G L 4-0832. T railer included. 


512 Magnolia. Larkspur W A 4-0881 


ROLLING HILLS 


One yr. old, architect designed 
4 bedrm 
home 
Loc. on choice 
prof. idscped. 
knoll 
site, 
with 
view of Richardson Bav Sc Mt 
Tam. Panelled walls -beam red ­ 
ing Spacious liv rm., fam. rm.— 
mod. kit 
Built-in bar. Spacious 
outdoor patio area -huge stor­ 
age. Outstanding value. $49 750 


WM. H. McDEVITT CO. 
R E A L E S T A T E 
1934 4th St 
S R 
G L 4-0280 


DISTRESS SALE! 
R E D U C E D T O $17,200 
Owner must sell. T O P value! 3 
bedrooms, Swedish corner fire­ 
place in large attractive living ! 
room. Level fenced yard. Close 
to schools, shops churches O w n - ! 
er transferred. IM M E D IA T E O C ­ 
C U P A N C Y . 


TOP PROPERTIES 
M U L T IP L E R E A L T O R S 
P L E N T Y O F F R E E P A R K IN G 
Corner 5th & G St , San Rafael 
G L 4-6983 
Eves., G L 3-5187 


3 bedrooms, secluded pafio, small 
yard with little upkeep Anyone 
ran assume the high G I loan at 
4’: u interest with monthly pay 
ments of $93 including taxes and 
insurance. $18,500. 
Swain Really 
I 
REALTORS 
969 G rand Ave . San Rafael 
G L 4-2120 
Eves., G L 3-4470 


Adjacent Dominican 
Choice, sunny area for 
c h i l d r e n ! Recently 
painted. 3 bedrms., cen­ 
tral heat. Sliding arca- 
dia 
door 
to 
private 
patio. Only 6 years old. 
Big assumable GI loan! 
$18,250! 
Marin Town & Country 
Cor. 3rd 
D. St 
S.R. 
j 
G L 4-3145 or cv< 
G F 3-9190 
$26,950 LARKSPUR 
Exceptional brand new residence 
built - for - sale 
in 
exclusive i 
C H E V Y 
C H A S F 
Absolutely 
chock-full 
rf 
expensive* extras 
and features moie storage srace 
for rii'hes and linens; than \nu: 
can fill. 
Dishwasher, 
disposal: 
as well as electrical built-in stove 
and oven included. 


See thnn w ith: 
ROBERT BUSSE 
REALTY 
J 000 Magr.ol.a. Larkspur. H O 1-5221 
Dramatic 
Contemporary 


3 bdrms . 2 baths, sep, timing rm., 
fam. 
rm., 
built-in 
dishwasher, 
ranve A- oven. Swedish iirepl,, 2 
patios plu.s huge sundeck. view of 
Mt. Tam Sc bay. Over 2200 sq. ft 
Birch 
Sc 
redwood 
throughout 
Huge liv. rm . roughed-in down­ 
stairs recreation area. 3 yrs. old j 
Landscaped. F acre. 20 nun. to; 
•S F. 
Asking 
$35,000. 
Chapm an 
Park W A 4-3797. 


$2,000 DOWN 
j 


A 
commuter’s dream, close to 
everything. Big living room, fire­ 
place brick, large fam ily room, 
electric kitchen, dishwasher, dis­ 
posal 
3 large bedrooms, huge 
closets. 2 baths, perimeter heat­ 
ing. Balance less than rent For 
an appointment call— 
Cordone Really 


R E A L T O R 
Opparit.e Depot in San Anselmo 
G L 3-5262 
or 
G L 3-8561 
V A C A N T — N E W 3 B E D R M . 
Lge, liv. rm.. fireplace, central 
h i)]. 
Elect, 
kit., 
2 full 
baths, 
beautiful patio area. Lot appr! 
86x120, 
le v e l 
Asking 
$24,000. 
Owner will help. 
SA N A N S E L M O R E A L T Y 
G L 6-6151 


Days 


Good Old ’ Hunt for Home ’ days 


YOUR SEARCH 


W ILL END 


In Lovely 


Terra Linda Valley 


To the Qualified Buyer 


EIC H L E R 


YOU CAN MOVE INTO 


YOUR BRAND 


NEW HOME 


B E F Ü R E ___ 


SCHOOL STARTS 


I mBring the Whole Family 


NOW ON DISPLAY 


The EICHLER W fly 


Of Living 


FURNISHED 


MODEL HOMES 


4 bedroom*. 2 baths, inner patios, 
Philippine 
mahogany 
paneling, 
all electric kitchens, vast storage 
¡»res 
All 
the 
leisure, 
comfort, 
luxury and convenience expected 
m the unique E IC H L E R plan for 
better living 


Prices Start at $26,500 


FHA Ä CONVENTIONAL 


FINANCING 


D IR E S T IO N 8 : 
Located Just 20 
minutes 
north 
of 
the 
Golden 
Gate Bridge on scenic Hwy. 101 
Drive North on 101 2 miles be­ 
yond San Rafael 
Turn left nt 
the "Terra Lin d a" highway sign, 
then immediately left again on 
Ranehitos Road. Ask for Je rry 
Henderson. 


Phone GL 6-1 862 


MARIN 
REALTY 


M U L T IP L E 1 IS T IN O S E R V IC E 
G E O R G E Sc B L A N C H E T H O M A S 
G E O R G E B E R T R A M . Realtor 
2130 R E D W O O D H IG H W A Y 
G R E E N B R A E 
SA N 
R A F A E L 


TWO BEDROOM HOME 
★ Plus $225 Month ★ 


Own your own home P L U S 3 
I 
rentals. Rrw*-KentHeld area. $35. 
j 
900. The down payment Ls low! 


SAN RAFAEL’S MOST 
Beautiful Home & View 


Near Bret Hart«1 Heights. In d i­ 
vidual, custom built. New fresh 
ideas 
u> 
bring out 
the exotic 
beauty. Two bedroom, 2 bath; 
ideal 
retreat 
. 
. 
. quiet 
and 
private. 


TWO DUPLEXES 
New. Heart of San Rafael. Al- 
ready rented to select tenant- 
$540 month income 
$60,000 
L 
D O W N 


FAIRHILLS 


J'!i Acre. View - 
level 
Rite 
and architects plans too at $13. 
500 


MARIN 
REALTY 


MULTIPLE I.rSTING SERVICE 
GEORGE Sc B L A N C H E T H O M A S 
GEORGE BERTRAM. REALTOR 
2130 Redwood Highw ay 
Greenbrae, San Rafael 


HOward I -5171 


W. & J. Sloane 


nf flan Franclr.no 


PRESENTS 
A New and Truly 
EXOTIC 


Furnished Home 


IN 
Marin Golf 


& 


Country Club 
Estates 


DESIGN AND DECOR 
Straight from the 
Islands 


"A Prelly Fairway 


Of Living" 


tn M arin Golf and Coun­ 
try Club Estates 
and a 
fairway is your bark yard 
In 
this luxurious h o m e 
Architect de mrud a? 
an 
example of T R U E country 
club living On the edge of 
Northern California's new­ 
er» 
18 hole championship 
golf course, it is one of a 
number of r u . i t n m built 
homes open for your in ­ 
spection 
OPEN HOUSE 


Tuesday Thru Friday 


2 lo 5 P.M. 


WEEKENDS 10 lo 5 


Drive 6 miles north of San 
Rafael on Redwood Hiwav. 
T urn on Redwood Hiwnv. 
T urn at sign of the golfer 
and continue for a couple 
nf 
miles to the 
M A R IN 
( ¡ O L E 
Ac 
C O U N T R Y 
C L U B , 


CAL-WIDE, INC. 
NOVATO 


Phone GL 4-8844 


Or GL 3-5220 


L IS T E N T O K A B L 960 ON 
Y O U R R A D IO D IA L 


Another 
Paul W. Trousdale 


Assoc. Quality 
Development 


OAK MANOR 
Ideal for children. Located on 
cul-de-sae. 
3 
bedrooms, 
2 tile 
bath*, lovely Arizona flagstone 
fire-place, oak plank floors, cen­ 
tral 
heating, 
electric 
kiichen, 
dmir.g area opens onto patio, 2 
car gara.ge, close to schools. $22. 
950. 


CHARM ING! 
E-Z S.F. COMMUTE 
Elegant custom built gem in a 
lewell of a setting. 2 master bed- 
room*. 2 baths, adorable kite lien, 
French doors lead to patio, 1 
story on a level corner lot, Lu x ­ 
urious garden with many cost­ 
ly shrubs and plants. Attached 
2 ear garage. Cannot be dupli­ 
cated 
for the asking price of 
$25,500. 


TIBURON 
Near boardwalk shopping center. 
Bus and school within walking 
distance. Like new 
3 bedrooms 
with 
walk in closets, 2 baths. 
Verv spacious living room with 
exposed 
beams. 
Has floor to 
ceiling fireplace 
and 
opens to 
large secluded patio. The kitchen 
is a dream with birch cabinet* 
and 
Westinghou.se 
appliances, 
and loads of tile counters make 
for excellent work space. All lev­ 
el. l-floor plan Owner m av help 
finance. $26,500. 


MARIE RIVERS 


Com er Lincoln A' Mission. S.R. 
G L 4-9173 


FRANK HOWARD 
ALLEN & SON 


R E A L T O R S S IN C E 1910 
SAN R A F A E L O F F IC E 
4TH A: G R A N D 
G L 6-3880 


Woodland Park 
San Anselmo 
Le* us show you Woodland Park. 
A 
breathtaking 
area 
of 
new 
homes individually designed. Now 
being developed by D. M. Chris­ 
tensen 
W e 
can 
trilo r 
vour 
home to f t your needs & budget. 


Del Mesa Estate 
$79,500 
On sunny knoll covered by oaks 
and redvoods. Step down living 
room and fireplace, oak paneled 
den 
and 
veranda 
overlooking 
beautiful gardens v ith a bold 
view of Mt. Tam alpais 
3 bed­ 
rooms. 2 baths and m aid’s quar­ 
ters 
Master bedroom with ap­ 
pealing fireplace. 
Over one acre 
of the few remaining subdivid- 
able sites in this area. 


MEMO 
TO MARIN: 


$7950 
— Close to S.F. — 
If you were any closer ’o the 
C ity you wouldn’t have to pay 
bridge fare. Here is a small stu­ 
dio-home. 
"sleeper.” 
In 
excei- 
len* shape and easily expand­ 
able. Good financing and close 
to bus and shopping strip. C all 
quickly! 
NEW 
$17,950 
NEW 
3 bedrooms, 2 baths, $1000 down- 
maybe less — low monrhlv pav- 
ments will buv this N E W level 
h<ime. See soon and make vour 
offer. 
$19,950 
Pretty 
3 
bedroom 
home 
in 
K E N T F IE L D 
S C H O O L 
D IS- 
1 R IC T . $13,400 easyron-the-budg- 
et F H A first loan to assume and 
m onthly payments of $126 cover 
taxes and insurance. $2000 down 
should handle. Also in new C ath ­ 
olic school parish. Owners have 
purchased 
another 
home 
but 
are leaving carpeting and drapes. 
Fine eating 
space 
for 
fam ilv. 
Cheerful 
fireplace 
a n d 
“ not 
away up in the h ills !” 


See Them W ith : 
ALI,EN & SON ROBERT BUSSE 


5 M A R IN O F F IC E S 
REALTY 
1000 Magnolia, Larkspur. HO J -5321 


20 3nhrp»árnt-3mirmil. Friday, August 19, I960 
Up-For Sole 
I 60-Hom es For Sole 


60— Howes For Sole 


County Wide 


W O O D S O N ’ S 


$16,500 
V A C A N T 


Low Down Payment 


See this very nice neat 3 bed­ 
room house in San Rafael near 
schools, shopping and commute. 
It is a well modernized older 
home that has all new wall-to- 
wall carpeting. kitchen linoleum, 
and fresh point inside and out. 
Large comer lot with secluded 
rear yard. Sunny, wind-free lo­ 
cation. Owner will help with the 
financing — a small down pay­ 
ment with monthly payments 
hke rent will do the trick. Ask 
for ED SABO iKves. VVA 4-3004* 


$20,850 
ROSS 


H O M E PLUS IN CO M E 
Level lot ZONED COMMER­ 
CIAL in the heart of ROSS 
Comfortable 2 bedroom home 
with 
studio 
apartment 
and 
street-level store. Total rents 
presently $189 50 (could be in­ 
creased*. $5.000 down will han­ 
dle and earn you a very nice re­ 
turn THTS IS A RARE OP­ 
PORTUNITY! Ask for JOHN 
WOODSON, (Eves. ED 2-2004* 


$24,500 


V A C A N T 


Move Right In 


This homo is lovelv and im­ 
maculate—there is nothing to do 
but move right in <be settled 
when school opens-your chil­ 
dren will love everything about 
it and so will you* 4 bedrooms 
or 3 and den, 2 baths, all elec­ 
tric kitchen including w>sher/ 
dryer. 
Beautifully 
landscaped, 
wonderful outdoor living. Owner 
will help with the down pay­ 
ment and you can take over 
his G.I. 4’ a r loan SEE IT TO­ 
DAY! Ask for RAY SARLIN, 
(Eves. DU 8-5251. 


$29,500 


SA N A N SELM O 
Near Drake High 


Also Just 2 blocks to Brookside 
grade school and an easy walk 
to commute bus and Lueky Su­ 
per 
Market. 
Most 
attractive 
ranch-style home on a beautiful 
large LEV EL 
site 
with many 
gorgeous oak trees. 3 bedrooms. 
2 tile baths. 
Built-in 
electric 
range and oven. All newly paint­ 
ed inside and out-immaculate 
in every way. Owner has pur­ 
chased elsewhere and must sell 
fast. IM M EDIATE OCCUPAN­ 
CY! Ask for ALICE WOODSON 
(Eves. ED 2-2004) 
WO O D S O N 
R E A L T Y C O. . I N C . 


C A LL G L 4-8500 


2202 4th ST.. SAN RAFAEL 


60— Homes For Sol« 


County Wide 


60— Homes For Sole 


County Wide 


★ 
★ 
★ 


TOP PROPERTIES 


M U LTIPLE REALTORS 


SCHOOL DAYS! 


Sleepy Hollow 


MINIMUM SIT ES H ACRE 
105 PRIVATE POOLS 


EXCEPTIONAL 


4 BEDROOM HOME 


SELDOM has it been our priv­ 
ilege to offer such an immaculate 
home; almost, 2400 sq. ft. of liv­ 
ing area in this well built home 
Notice the 2x6 roof rafters and 
the heavy shake roof. dIus red­ 
wood siding all the wav around 
the house. Double doors, open to 
a spacious foyer. Living room has 
a large Texas stone fireplace 
with raised hearth. Living room 
entrance hail, master bdrm. have 
new India deep pile wool w w 
carpets. Bedrooms are large, one 
of which is paneled and could 
be used as a den. One bath has 
tile pullman with 2 basins. Mas. 
ter bdrm. has special arrange­ 
ment of bath with tiled vanity 
which is verv attractive; 3 large 
closets. Family room is spacious 
with used brick BBQ and electric 
spit. Beam ceilings and special 
lighting is very effective. Slid­ 
ing doors to a 20x60’ patio with 
south exposure. High-Fi system to 
all 
rooms. 
Complete 
electric 
kitchen. 
Cabinet work it tops. 
Large breakfast area. Separate 
laundry and 4 bath. Double ga­ 
rage. Level site 100’ x 178’. Built 
in 1960. Decorating in excellent 
taste, it is our opinion this can- 1 
not be duplicated for the price. 
$42.500. 


C A LL G L 3-4281 


EVENINGS CALL 
C L 6-1829—G L 4-4195—G L 3-4448 ' 
Adams & Wait i 
1355 Sir Francis Drake 
San Anselmo 


TERRA LINDA G RAD E 
SC H O O L, JU N IO R H IG H 
& N EW H IG H SC H O O LS 


Attractive r edwood 
exterior 
fenced, 
beautifully 
landscaj>ed 
yard. 3 bedrooms, 2 baths. Im­ 
maculate. Drapes included. $18, 
950. 


ST. RITA'S 


Rustic frame with large pictuie 
windows. Big landscan^d yard, 
attractive 
stone 
wat. 3 bed­ 
rooms, 2 baths, 
family 
room. 
Owner transferred. Anxious to 
St 11. $23,000. 


M A N O R G RAD E 
SC H O O L, DRAKE H IG H 


1. Rustic with cedar shingle roof 
Attractive level yard and patio. 
3 bedrooms. 2 baths, modern 
electric kitchen with dishwasher 
& disposal. Drapes A wall to 
wall carpeting. Near church A 
commute bus. $23,500. 


2. Attractive frame, stucco and 
used brick home with 3 bed­ 
rooms. 2 baths and large party 
room. Beautiful oak plank floors. 
Dining room opens onto large 
attractive patio. One of our TOP 
values. $24,950. 


3. Beautifully maintained redwood 
rustic, h*gh on a hill with superb 
view. 3 bedrooms, 2 baths, huge 
party room. Garage has been 
finished and decorated for a 
dancing room 
for 
teen-agers. 
Ijoads of storage! All electric kit­ 
chen has attractive brick BBQ 
fireplace. Very artistically land­ 
scaped yard. $27,500. 


G R EEN BR A E G RAD E 
SC H O O L, M ARIN 
C A T H O LIC H IG H 


One of our Greenbrae TOP buys. 
3 bedrooms, 2 baths, family room 
and snack bar. Attractive raised 
hearth fireplace in large living 
room. All electric kitchen. Beau­ 
tiful patio, landscaped with vol­ 
canic rock and waterfall. $26,950, 


CO RTE M ADERA 
SC H O O L 
RED W O O D H IG H 


Frame and stucco. 3 bedrooms, 
2 baths with colored fixtured, 
family room. Insulated — weath- 
erstripped. Professionally land­ 
scaped, 9 fruit trees. A wonder­ 
fully convenient family home. 
Wall to wall carpeting included 
$29,950. 


TOP PROPERTIES 
M U LTIPLE REALTORS 
PLENTY OF FREE PARKIN G 
Comer of 5th & G Sts.. San Rafael 
GL 4-6983 
Eves., GL 3-1781 or GL 6-6227 


★ 
★ 
★ 


LARKSPUR 


NEAR KENTFIELD 


Beautiful, spacious 6 room split 
level custom-built home in Pic­ 
turesque setting, 
seclusion and 
privacy. 5 years old. 2 baths, 2 
fireplace«; 100% insulated, ter­ 
rific closet space. 2-car garage, 
deck and patios. Close to trans­ 
portation, shops, schools. $37,500. 
JAMES A. ORR 
INC. 
Opp. Entrance. Kent Woodlands 
Kentfield 
HO 1-5233 


$2,000 D O W N ! 


BETTER THAN NEW! Charm­ 
ing spacious beautifully remod­ 
eled 2 bedrm. home. Large family 
kitchen. Sliding glass doors to 
patio area. Glass enclosed tub. 
Mahogany 
paneling. 
R oo my 
closets. Garage. AND BEST YET, 
approx. 100 ft. frontage corner 
level lot. Fenced, shade trees, 
close to Drake High and bus in 
San Anselmo. $16,450. 
LOUISE V. WALSH 
M U LTIPLE REALTORS 
735 Sir Francis Drake Blvd., S. A. 
Ph. GL 3-1963 
OPEN SUNDAYS 
ASK ABOUT OUR GUARAN­ 
TEED TRADE IN PLAN 


Open Saturday 


12:00 TO 5:00 P.M. 


Go Direct: 
403 Scenic Road, Fairfax 
in "M anor Heights" 


Swiss Chalet home of 3 bedrms., 
2 baths. Large liv. rm. with cath­ 
edral ceilings. Located on beauti­ 
ful grounds with magnificent 
view. 
Central heat, insulated. 
Newly painted. Wired for 220. 


Priced at $21,750 


W ith Low Down Payment 


Balance Like Rent 


How Does This Sound7 
A HOME WITH 


NO D O W N PAYM EN T 


O N LY C L O S IN G CO STS 


Owner forced to leave the coun­ 
ty and must dispose of 2 houses. 
One is brand new, 3 bedrms., 2 
bath«, 2 fireplaces. 
Priced at 
$25,500. 


OR 


Two bedrooms. 1 bath, with sep­ 
arate dining room and oh! what 
choice lots, with view of Mt 
Tamalapis. All electric kitchen, 
central heat, 
Insulated. Extra 
large living room. 


SHOWN BY 


Hazel Field Pauline 


ROSS REALTY CO. 
22 POPLAR AVE„ ROSS 
PHONE HOWARD 1-5122 
CLOSED SUNDAY 


Rivers-Jackman 


GLenwood 3-3158 


5 BEDROOMS 
2 BATHS... 
Located in desirable Morning- 
side Court, close to Brookside 
School and Drake High, this 
fine home features Center Hall 
entry, 2 car garage, and '-mall 
rumpus or play room IN ADDI­ 
TION to 5 full bedrooms and 2 
baths 
Priced to sell quickly 
This is certainly one of the top 
values in the market for the 
LARGE family desiring a large 
home plus a close-in choice lo­ 
rn Uon. 
Priced 
to 
SELL 
at 
$25,500. 


CHILDREN'S 
PARADISE 
In beautiful Kentfield. 
This 3 
bedroom, 
2 
bath 
home 
has 
charm, and unrivaled as a fam­ 
ily home. Woodsy setting with 
privacy. Yet close to Catholic 
high and bus. Fenced. 90 ft. 
frontage Separate playhouse and 
tree house. 
Priced at $26,500. 
4 BEDROOMS 
-2 BATHS 


A SSU M E $19,000.00 


G l LO AN 


This is one of our NEW EST 
listings in an almost new home 
that is immaculate throughout 
and priced to «ell. 
Expensive 
wall to wall carpeting and all 
drapes included. Expensive Bel 
Aire Lanai in rear with panor­ 
amic VIEW . Close to new multi­ 
million 
dollar 
Corte 
MaderR 
Shopping Center, and excellent 
commute to S. F. Owners want 
action and Sale .. . Price *26,750. 
3 BEDROOMS 
2 EATHS-DEN 


$21,950 


One nicely landscaped LEVEL 
lot in excellent area of other 
fine homes. All electric kitchen, 
walled in private garden, close 
to schools and shopping. Assume 
high G l loan and move in im­ 
mediately. 
Let us show you. 
MARINE 
VIEW LOTS . . . 
le t us show you this fine 2 
ACRE parcel in TIBURON. just 
off Paradise Drive and overlook­ 
ing PARAD ISE CAY, with pan­ 
oramic view' of Berkeley and East 
Bay. 
Can bo divided into two 
choice acre sites, or developed 
a.s a gorgeous small estate. Ask­ 
ing $25,000 for whole property, 
but submit your offer. 
Owner 
wants ACTION and IM M ED I­ 
ATE SALE. 
F L A S H 


C O M M E R C IA L — 
JU S T LISTED— $65,000 
Speculators, Investors attention* 
W ? have JU ST LISTED this 
( HOICE piece of COMMER­ 
CIAL property situated on the 
Miracle Mile. Size: 100x150 and 
almost LEV LL, 
T W O street 
frontages. E x i s t i n g building 
beautifully remodeled and suit­ 
able for 10 offices or 5 or 6 unit 
MEDICAL CENTER. 
LET US 
SHOW YOU. 


County Wide 
County Wide 


R E D M O N D ' S 


REALTO RS SIN C E 1930 


★ 
★ 
★ 


$12,500—2 houses on one lot, only minutes from S F. Room for 
docking your boats. Get away from the city and enjoy 
country living on your own w*aterfront property. Pri­ 
vacy, some furniture incl. Code #119. 


$13.500— FOUR BEDROOM home on a large hillside lot OVER­ 
LOOKING SAN RAFAEL. Stone fireplace in living 
room. Separate apartment below* main house assuring 
good rental Income. House wired for 220. Rustic set­ 
ting. OWNER MAY SELL FOR $1,500 down. Code 
#105. 


$25,000—Older 6-room home with full basement. Space for off- 
street parking. Excellent potential for remodeling. 
Code #122. 


$28,500—2-bedroom, 2-bath, plus 1-bedroom-apt. home with IN ­ 
COMPARABLE V IEW S OVERLOOKING SAN RA­ 
FAEL and within walking distance to downtown. Full 
dining room, separate breakfast area off kitchen. A 
charming winding stairway leads to the bedrooms 
and beautifully tiled baths. 2 patios and permanent 
plants make this home practically maintenance free. 
A lower apt consists of living room, bedroom, kitchen­ 
ette and bath all done in knotty pine. Code #121. 


$28,500—Id* al in-law or guest apt. with private entrance, is 
part of this 2-bedroom home with a magnificent V IEW 
OF THE BAY. Main house also has a fireplace In liv­ 
ing room, a small sunroom and full dining room. Apt. 
consists of a large studio room, kitchen and bath. Ex­ 
cellent storage. Lovely garden and patio areas. Min­ 
imum of maintenance. 2-car garage. Code #123. 


$31,950- Elegant contemporary living In 3-bedroom, 2-bath 
home. Mahogany paneled walls. Indoor-outdoor living, 
architectural overhangs, sliding glass doors leading to 
professionally landscaped patios and garden. Assume 
$20,000 G.I. loan. Code #105. 


$36,500-INVESTIGATE THTS 5-bedroom, 5 4 -bath home. Two 
stories plus large finished basement. Two separate 
heating systems. Full dining room. IM M ENSE VIEW 
WINDOWS LOOKING TO MT. TAMALPAIS. Walk­ 
ing distance to schools, shopping area and bus. Code 
# 110. 


$39,950—4 apartments in a good close-in location. Exceptionally 
well landscaped, 4-car garage. Level corner lot has 
land for approx. another six units. Code #120. 


$42,500—Attractive, 4-bedroom, 2 7 -bath residence situated on 
’ 1 -acre, level lot. NEAR THE WATER. Very spacious 
with an abundance of closets and storage. Family room 
with fireplace. 
All-electric kitchen with breakfast 
space. LARGE V IEW WINDOWS IN LIV IN G ROOM. 
Separate utility room adjoining \% bath. Code #101. 


$77.500—The atmosphere is completely suburban, yet a splendid 
shopping center is just a few blocks away. 5 bed­ 
rooms, 4 baths, plus family room. Large living room 
and family room open to terraced gardens and heated 
swimming pool surrounded by colorful red clay tile 
and brick patio area which serves as a summer play­ 
ground for the entire family. Level, Ti-acre grounds. 
Sprinkler system. Code #127. 


$85,000—In one of the loveliest sections of exclusive County 
Club Hgts. 6 bedrooms, 3 baths; plus maid’s room and 
bath; plus guest rooms and bath on third floor. The 
main floor consists of large living room with fireplace; 
family room with fireplace; library with built-in bar 
and add’l fireplace; full dining room which opens to 
large balcony for outdoor dining ro just sitting and 
taking in the lovely view* it offers (dining room also 
boasts a fireplace). Thermador electric kitchen with 
built-in brick BBQ—breakfast area. Butler's pantry, 
tremendous storage thruout entire home. Outdoor liv­ 
ing area consists of heated swimming pool, dressing 
rooms, large enclosed patio, BBQ. Also on property 
is a separate workshop or playhouse bldg. A home we 
will proudly show by appointment to a family desiring 
a quality home in a beautiful setting. Code #128, 


CONSULT US FOR BROAD COVERAGE OF OTHER LISTIN G S 


★ 
★ 
★ 
R E D M O N D ’ S 
1011 A ST. 
SAN RAFAEL 
GL 4-4353 


60— Homes For Sale 
60— Homes For Sale 


VERA 
C O LE 


Rivers-Jackman 
Drive-In Realtors 
14 RED H ILL AVE., SA 
On the Miracle Mile 
G L 3-3158 or G L 4-0657 
Eves, call: Jan Lutz. GL 4-7615' 
Mrs. Gallo. GL 6-0728; Isabel ’ 
MacRury, GL 6-3765 


County Wide 
County Wide 


SEE: 
. 
The Bay 
The Ciiy 
The Boais 
The Bridge 
FROM: 
Sumptuous Resi­ 
dence. Immaculate 
Condition. 3 Bed­ 
rooms, 2 Baths. 
LUXURIOUS 
LANAI 
PRICE: 
$35,950 
WITH: 


er will help in financing.' $19,95*0. | ROBERT BUSSE 


M O VE R IG H T IN 


Near Brookside and Drake High 
school. Immaculate 2 bedroom.; 
17 baths, hardw ood floors w w : 
carpets, fireplace, central heat, 
extra storage area. Vacant. Own- ; 


TRANSFERRED o w n e r s 


have just reduced their price to 
$20,750 on their lovely conven­ 
ient 2 bedroom homes ituated on 
a level lot near grade and high 
school. 
Family 
sized 
kitchen 
with dishwasher & disposal. W/w 
carpet ever hardwood. Recently 
repainted and re-roofed. 


b r a n d n e w 


Greenbrae deluxe, 3 bedroom, 2 
baths, all electric kitchen, large 
combination family room, huge 
living room. Perimeter heat, 2 
fireplaces. Nearly level lot. Pric­ 
ed for Immediate sale at only 
$28,500. Excellent! inancing. 


C A LL G L 3-4281 


EVENINGS CALL 
GL 3-4448 
GL 4-4195 
GL 6 1829 
Adams & Wall 
1355 Sir Francis Drake 
Ban Anselmo 


REALTY 


1000 Magnolia, Larkspur, HO 1-5221 


T I M M E R ’ S 
GUARANTEED 
Trede-In Plan 


Phone for particulars on our 
TRADE-IN PLAN whereby we 
will either buy your present home 
outright or guarantee to sell it 
within a specified period of time, 
at an agreed upon fixed price 
This will enable you to purchase 
the home of your choice. We can 
even advance you money to pur­ 
chase another home. 


Call GLenwood 4-8002 


901 *'B’ St. Cor 3rd S R. ° 
T I M M E R ’ S 


LOCH LOMOND 


$45,000 


Located on one of Loch 
Lomond's choicest sites. 3 
bedrooms, 2 tiled baths— 
roughed in area for maid's 
quarters and bath. Massive 
beamed ceiling. 
22x26 ft. 
living room. 4 ft. fireplace 
piped with gas. Dining area 
with cork floors and built- 
in BBQ. 
A view* kitchen, 
ash cabinets, built-in range 
and oven, garbage disposal, 
and dishwasher. Central 
entry hall with brick plant­ 
ers. This home was custom 
built to the highest specifi­ 
cations and includes large 
overhang shake roof, col­ 
ored concrete front & rear. 
Weathers tripping, p l a n k 
floors, 
plastered 
garage, 
abundant 
storage space, 
drain tile around house, 
c o m p l e t e l y landscaped, 
splendid pool site, fenced. 
TV 
outlets 
and 
phone 
jacks, screens on windows, 
oversized shower with heat 
lamp, large private work­ 
shop and many other fea­ 
tures. Draperies and new 
quality carpeting included. 
Parmelee Realty 
630 FT. BAN PEDRO ROAD 
SAN R AFAEL. GL 3-5373 


ENTERTAINING 
EXECUTIVE 


24x42 HEATED POOL 
This home ideal for friends & 
guests. You’ll bo happy to show- 
off this beautiful party room & 
bar. Also plenty of outdoor liv­ 
ing. Land’s approx. 1 acre, all 
level, and located in heart of 
San Anselmo. Home is charming, 
has 4 bdrms.. 2 full baths. 3 half 
baths. 3 stall showers. Wall to 
wall carpeting. 3 fireplaces, care­ 
taker’s cottage. Asking $65,000. 
Make offers. 
JANE FORSTER 
69 Bolinas Rd„ Fairfax 
Ph. OL 4-8242 


W O O D S Y SETTING 


Quiet, street—close in. good start­ 
er home. 4 rooms, living room 
and kitchen up, 2 bedrooms down. 
Nearly remodeled. Play yard and 
patio. $10,500. 


SM A LL H O M E 
SAN RA FA EL 


1 block to store, 4 blocks to down­ 
town. Duplex zoned. Easy to add 
on. Level corner lot. $10,750. 


BEST BUY 


Near schools, commute and shop­ 
ping. 3 bedrooms, dining room, 
raised fireplace, hardwood floors. 
Venetian blinds, drapes, washer, 
dryer, dishwasher, stove, refrig., 
chrome breakfast set, lots of 
closets, stone BBQ, patio. $13,- 
500. 


BUILD IN G LOT 


60x109 ft. upslope. building shelf, 
all utilities. Beautiful view, close 
in. Trees. View, and sun. See It 
now. $2,950. 


M O U N TAIN RETREAT 
4 rooms, furnished, utility porch, 
garage, secluded, trees and sun. 
Some fruit trees. Overlooks 7 
counties. 1 mile from downtowm 
Fairfax. Easy access, $10,950. 


C O M M E R C IA L 


5 room home with full basement 
Excellent for offices or business 
Between B and C Sts. on 2nd 
Where can you beat It for $40,000 


Al Fowler 


805 Irwin St.. San Rafael 
Phone GL 3-9212 


$14,500 
Rusiic Retreat 


Non-Tract— Trees 


Not quite finished—still time to 
choose your own colors, tile-lin- 
oleum and etc. Right in San An­ 
selmo — near Seminary! 2 bed­ 
rooms! Large family sized kit­ 
chen with built in range and 
oven! Rustic exterior blends in 
with majestic trees! Mahoganv 
paneled interior! Seiler will con­ 
sider low* down payment and 
help with the financing! Don’t 
delay on this one—see it right 
no v—TODAY! 
WM. TIM M ER, Realtor 
901 “B ” St., S it. 
GL 4-8002 


$45,500 


ELITE 


ELEG AN T 


EXC ITIN G 


Three ways to describe this lux­ 
urious new home bordering Ma­ 
rin County’s most beautiful golf 
course. 4 large bedrooms, 3 baths, 
discriminating kitchen with all 
the built-ins. Spacious living and 
family rooms with two fireplaces. 
Covered outdoor patio w ith BBQ 
Heavy shake roof with big 2 car 
garage. Many wonderful features 
including membership to Marin 
Golf & Country Club. A truly 
gracious way to live. Call us and 
see for yourself. 


60— Hemes For Sale 


County Wide 


60— Homes For Sale 
60— Homes For Sale 


i tLivewire 
Lindskog" 


W h at A Location! 
And $2500 Down! 


Brand spanking new! Close In, 
level, just off Miracle Mile, mid­ 
way between San Rafael A San 
Anselmo! Westinghouse kitchen! 
Birch cabinets! 3 bdrms., 2 baths! 
Ranch style interior with huge 
exposed beams & knotty pine 
ceiling! Handy hall plan! Non 
tract! $25,500! Builder liquidat­ 
ing, will help finance. 


W aterfro n t! 
3 Bedrooms! 


Everybody along this canal has 
a boat! Right at their back door! 
Level I 3 bedrms.! Hardwood firs.! 
Ranch style! Tiled bath! Fenced! 
Small dock. Built 1950. $17,500. 


Live Like a Millionaire! 
We call this the “Millionaire’s 
Ranch style.” Tremendous kit­ 
chen—family room combination! 
Has everything! Hanging refrig­ 
erator! Indoor BBQ! Tremen­ 
dous copper hoop over the stove' 
Built-in range, oven, dishwash­ 
er, disposal! Redwood interior! 
3 bdrms., 3 baths! Huge family 
room! The living room opens out 
directly through sliding doors to 
the patio! Everything fiat level! 
All shaded by -A-tremendous oak 
tree! $33,950. 


W e G et So Many Calls 


For Eichler Resales! 


Only $3,300 down! 
Mahogany 
and 
glass. 
Total 
price 
only 
$23,950. Roomy California Mod­ 
ern! 3 bedrms, 2 baths, plus 
family room! Elect, kitchen in­ 
cludes range, oven, disposal, slid­ 
ing glass doors open out to 
patio. Landscaped! Fenced! Near 
schools and shopping! Assume 
4 4 % G l loan. Immaculate! 


Non Tract! 
San Rafael— Lincoln Ave. 


Brand spanking new! % acre in 
the oaks & bay trees! Yet 1 short 
block to Lincoln Avenue. Your 
children can walk to school A 
downtown shopping! Monterey 
stone fireplace. Tremendous elect 
kitchen w/ample dining area. 
Sliding glass doors open out to 
patio! Downstairs room for more 
bedrms., rumpus room, etc. $29,- 
500! 
’ 


Behind S.R. 
Hi School 


Just Listed! 
$24,750 


3 bedrms., 2 baths! Full dining 
room! View of dowlitown S R 
and rolling Marin hills. Handy 
hall plan! Plank flooring! Brick 
fireplace! 
Tremendous 
base­ 
ment! 
All landscaped! 
Ranch 
style. Owner will help finance' 
Owner has bought another house 
now vacant! Anxious for deal! 


W h y ? 
W h y ? 
W hy ? 


does Livewire Lindskog sell more 
houses than any other broker in 
Marin County? An expert sales 
staff! 2 offices! and AD VERTIS­ 
ING, ADVERTISING, ADVER­ 
TISIN G ! Phone San Rafael, GL 
t:0832, Mill Valley, DUnlap 8- 
*331, and put a livewire to work 
on YOUR Real Estate! 


Possible $ 1500 Down ! 
Like Yosem ite! 


A gorgeous Alpine panorama! 
Sundeck! 4 rooms, 2 bedrms., plus 
big unfinished room, ideal for 
workshop, more bedrms., etc 2 
car garage! Large lot! Trees! 
Only $14,750. WHAT FINANC- 


Countv Wide 
County Wide 
R O S E 


★ 
P A U L R E A L T Y 
RECOMMENDS 
★ 
$13,950 
$1,000 Down 


W ill buy this 2 bedroom home on a large lot — 
Beam ceilings and knotty pine finish. Nice BBQ 
area — Good privacy — 


$18,000 
Home Plus Aparlment 


2 bedroom home plue apt. renting at $68.00 per 
month. Nice location — Trees — Excellent in-law 
accommodation. 


$27,500 
Marinda Oaks 


3 bedrooms, 2 baths. Electric kitchen. Redwood 
modern with beam ceilings. — Paneled through­ 
out. Walking distance to bus, church, stores. Pool 
site. 


$41,950 
Beautiful View 


Both water and mountain view. Fun room with 
built-in bar — Formal living room and dining 
room. Two large bedrooms. Custom appoint­ 
ments throughout. Swim in the free form pool 
instead of gardening. Ah! Luxury! 


$42,950 
View and Privacy 


2500 sq. feet of living area — 4 bedrooms — 3 
baths — Rumpus room. Large all electric kitchen 
with breakfast area. Sensational water view — 
Owner will trade for smaller home. 


$62,500 
Dominican Colonial 


4 bedrooms, 4 baths. Extras large family room 


Circular driveway — True southern colonial. 


Pool heated and filtered — Ju st waiting for a 
large family. 


$75,000 
Heart of Dominican 


True colonial home on I acre completely land­ 
scaped — 5 bedroom — 4 baths — Elevator 
to second floor. Huge living room and separate 
dining room — 20 x 40 heated and filtered pool 
with dressing rooms. Here is real value and 
prestige. 
R O S E P A U L R E A L T Y 


Come in and Meet Our Friendly Staff 


2020 4th St. 
San Rafael 
On the Miracle Mile 


GL 4-7223 


C LO SED SUN D AY 


2 Years V acan t! 
It's G otta Go !! 


Must be sold! Just listed with 
Livewire! Price reduced! Sacri­ 
fice! And it’s beautiful! Built by 
present owner with many, manv 
extras! Indoor BBQ! Insulated*! 
Electric kitchen includes range, 
oven, dishwasher, disposal! Beau­ 
tiful mahogany paneling through 
out! Fenced, landscaped! Red­ 
wood Ranch style! Near every­ 
thing! Price $21,500! FHA will 
loan $19,000! It ’s gotta go! 


60— Homes For Sale 
60— Homes For Sale 


County Wide 
County Wide 


Sione Really 


h Livev/ire 
Lindskog" 
910 IRW IN ST. 
SAN RAFAEL 
DAYS PH. GL 4-0832 


Evenings Call: 
Mel Marlowe, GL 6-1752 
Henry Jacobson, GL 4-8665 
Fran Jenkins, GL 3-8321 
Bill Falcon, GL 6-4368 
Carl Schwarz, GL 3-5196 
Helen Gemmell, DU 8-5869 


NOVATO 


One level acre off Indian Valiev 
Road, with roadway and all utili­ 
ties, ready for building. Beauti­ 
ful area in protected valley for 
a fine home. $7,000. 


San Rafael 


ioiis & Go. « 


G L 6-3166 
■ 


A darling 3 bedrm. home in nice 
neighborhood 
near 
Hi-school 
Easy expansion with minimum 
expense. 
Excellent 
condition, 
large storage area. Privacy. Love­ 
ly patio, large deck, arid ideal 
pool site. 


Ross - $22,950 


A lovely 4 bdrm. home, large 
family room, in Marin’s bes? 
area. Close to transportation, 
schools & shopping. 


T A M A R I N 


Realty Associates, Inc. 


I 3 A Street, San Rafael 


Phone G L 6-4161 


LIVE C O M FO RTA BLY, 


SPA C IO U SLY 


There’s room to spare in this 
spacious 4 bedroom 24 bath 
home with, a rumpus room and 
a room for you to finish. The 
landscaping is well planned for 
easy upkeep. $29,500. 


R EA SO N A BLY PRICED 
This 3 bedroom Mill Valley home 
Is well built with weatherstrip- 
ping and insulating. There is a 
fireplace and handy kitchen and 
well landscaped level lot. Tills 
home is just right for children 
since it’s close to schools and a 
park. $17,750. 


MUST SELL — 


O W N ER TRAN SFERRED ! 


See this almost new 3 bedroom 
2 bath home in one of San Ra­ 
fael's fine residential districts. 
The living room dining area is 
very spacious and there is a 
sliding glass door to level patio 
and pool site. 2 car garage. $23. 
900. 


DUPLEX— M AKE M O N EY 


Modem, almost brand new* du­ 
plex in very desirable area has 
2 bedroom units side bv side on 
level lot. There is a fireplace, 
electric kitchen, BBQ and pri­ 
vate yard for each unit. This 
buy can't be beat! $27,500. 


Jerry Stone 


Realtor 


“Ask Those We’ve Served” 


Multiple Listing 


2228 Fourth St. San Rafael. 
G L 4-5722 


Cramped 
for space? 


See this 2316 sq ft. home of 4 
huge bedrms, 2 4 baths, near 
stores, schools. Lot fenced, 2-car 
garage, separate dining room, 
den, playroom & workshop. Patio 
& BBQ area installed. Oak, red­ 
wood & fruit trees. A terrific buy 
for a big family at $25,250. 


Ross Valley Realty 


KEN TFIELD 
PH. GL 3-7240 
EVENINGS GL 6-1221 


B-4-U BUY O R SELL 
C 
GILLIS Realtor 
(30 YEARS IN MARIN) 


PRIM E LO C A TIO N 


Near schools, bus and shops. 
Small 
garden 
.surrounds 
this 
compact 2 bdrm. home with sep 
din .and breakfast rms. Sunny 
rear patio. Heavy stucco con­ 
struction. $15,500. 


M O N EY M AKER 


Custom built 9 years ago under 
0.1. loan. No steps to delightful 
2 large bdrm., super tile kitchen, 
i plus baths, cen. heat. A fine 
home with rear cottage of 2 
bdrms., 2 baths, now rented $75 
22’ *Tve nifty and be thrifty. 


R O SS BONUS 


Quaint older 2 plus bdrm. home 
just one hop to school and bus. 
cLinr r,m- Charminir garden 
with detached garage and sep. 
workshop. A homey gem to take 
your antiques. $25.000. 


AM IDST H U G E O A K S 
A quiet cul-de-sac is the setting 
of this distinctive 3 bdrm., 2 bath - 
custom designed home. L a r g e 
sep. dining rm., eating area in 
kitchen. Expandable basement 
with darkroom. Rare shrubs in 
easy care garden. 
Reduced to 
real VALUE. $31.500. 
H A PPIN ESS FOR SA LE 
Outstanding brick and timber 4 
bdrm. plus cozy den with fire­ 
place. All electric kitchen with 
large eating area in front of 
another fireplace. Hand doweled 
floors of wide random planks 
glisten in the glow of living room 
fireplace. SHANGRI-LA garden 
setting about 20 x 40 free form 
pool, % acre, lot of play space. 
Near Kentfield school. 
IT IS 
HEAVENLY. 
$62,500. 


LOT & LOTS 


$7,500, in ROSS, one plus acre 
wooded hillside with 2 building 
sites. 
$13,250, rocks and oa ktrees, view 
site, 1 acre choice hilltop. 
$15,000, one of the few available 
in KENTWOODLANDS. graded 
and approved, ready to build. 
818 College Ave. 
Kentfield 
GL 6-2032 
CLOSED SUNDAY 


4 BED RO O M S 


Two baths, built in kitchen, all 
carpeted, insulated and weather- 
stripped. Nicely landscaped. One 
block to schools, $24,500. 
MORNINGSIDE COURT 
One of the nicer San Anselmo 
homes. 3 extra large bedrms. 2 
baths. Raised hearth fireplace. 
Near schools. Nicely landscaped. 
Large kitchen with dishwasher. 
$25,950 
C. R. DeWITT 
FAIRFAX—PH. OL 4-469* 


éC— Homes F o p Salo 


County Wido 


Homes of Luxury 


For the 


Disiinciive Family 


Oak Woodlands 


Dominican Convent Area 


Located at End of 


Mountain View Ave., S.R 


$30,000 lo $40,000 


Excellent Financing 


Obtainable 


Cho ice Lots Available 


TRADE-IN YOUR 


PRESENT HOME 


(Ask about our exclusive 
trade-in program.) 
OPEN 


For Your Admiration 


295 Mountain View Ave. 


This beautiful almost completed 
home among the oaks has an 
ideal floor plan for the large 
family. 4 large bedrooms with 2 
graciously tiled baths. Complete 
elec. kitchen with loads of birch 
cabinets adjoining family room 
with indoor used brick BBQ. 
Spacious living room with floor 
to ceiling fireplace. Great big 2 
car garage with storage space to 
spare. Many, many luxury fea­ 
tures. Sunny lot with wonderful 
pool site. 


Spilioiis & Co. 


863 Francisco Blvd., S.R. 


Phone GL 6-3 166 


$29,950 


GREENBRAE 


Choice location, 6 rooms, 3 bed­ 
rooms, in ter-com system. 2 baths, 
all electric kitchen, lots of extra 
features. 
All 
spacious 
rooms. 
Let’s trade. Eves., G L 6-0970. 


$20,500 


MORNINGSIDE COURT 


SAN ANSELMO 


First time offered. Spanish archi­ 
tecture. 3 bedrooms. 1% baths, 
large separate dining room, im­ 
maculate throughout. Near Drake 
High and all conveniences. Won’t 
last Hurry. Eves., G L 6-3893. 


$2,500 DOWN 
SAN RAFAEL 


Near all conveniences—this love­ 
ly 3 bedroom home. Large level 
lot. Only $17,500. See this. Eves., 
G L 6-0970. 


$19,500 


CLOSE IN SAN RAFAEL 


Modern 3 bedroom home. Lots of 
country atmosphere. 2 car ga­ 
rage. Neat as a pin. W ell financ­ 
ed. FHA loan. $117 month in­ 
cludes all. Eves.. G L 6-3893. 


**0— Homes For Sale 


County Wide 


Sleepy Hollow 


M IN IM U M S IT ES % ACRE 


105 PR IV A T E POOLS 


45 ESTATES DRIVE 


FOUR BEDROOMS 


ORIENTAL 


CONTEMPORARY 


Under construction, this home 
on a level 100 x 150 site at the 
point where you can select colors 
Central 
hall 
plan with 
slate 
floor 
in 
foyer, 
large 
electric 
kitchen and family room with 
BBQ. I,arge living room with 
high ceiling opens to patio. This 
home 
offers 
exceptional 
con­ 
struction and latest effects in 
lighting. $36.500. 


YOU OWE IT TO 


YOURSELF 


TO SEE 


this immaculate home 
3 bed 
rooms, 3 baths. Large kitchen, 
dining area opens to sheltered 
patio, living room has Swedish 
fireplace and full length win­ 
dows. 
Laundry room, summer 
kitchen downstairs and a large 
beautifully finished party room 
with sliding doors to a level patio 
area. $34,750. Lots of storage, 


TRANSFERRED 


Custom built on a level H acre 
2 large bedrooms, 2 baths. Fam­ 
ily room with beamed ceiling 
Elect. BBQ. Electric kitchen incl 
built-iii refrigerator ¿c freezer 
Random plank floor with new 
w w carpet. Large Arizona stone 
fireplace Separate Ldry. Large 2 
car garage. Redwood Home with 
circular driveway and panoramic 
view. $32,000. 


QUICK OCCUPANCY 
3 bedrooms, 2 baths with lots of 
tile in this immaculate home, 
largel iving room with view win 
dows, Roman brick fireplace an4 
cedar plank wall. Large dining 
area. Good kitchen with break­ 
fast area. Large garage. Covered 
lanai room for BBQ parties. 
Workshop. Situated on a H acre 
easily 
maintained 
landscaped 
site. Two blocks to community 
pool. $29,750. 


3 OR 4 BEDROOMS 


This 4 year old home Is beauti­ 
fully landscaped and has a 16x32 
pool. Living room is large with 
beamed ceilings, full length win­ 
dows, sliding doors to patio, large 
Sonoma stone fireplace. Large 
modern electric kitchen. 2 baths. 
Oversize garage. $39,500. 


4 BEDROOMS 


STABLE 


Situated on a level site, 100x183 
Tree shaded this roomy home is 
ideal for a family. Large living 
rm. Large dining room with full 
length windows to patio. Kitchen 
has large breakfast area. 4 bed­ 
rooms, 2 % 
baths, play room. 
Tackroom could be converted to 
guest cottage. $33.750. 


HOME SITES 


110x150, all utilities on the prop­ 
erty, $5,600 to $10,000. 


CALL GL 3-4281 


EV EN IN G S CALL 
G L 4-4195 
G L 3-4448 
G L 6-1829 
Adams & Wail 
The Drive-In Office 


By Drake High 
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County Wide 
County Wide 


SEE 


G L E N WOO D 


Your Gafeway To Pleasant 


Surburban Living 


JU S T M IN UTES B Y CAR TO E V E R Y CONVENIENCE, Y ET 
NOT A H IG H W AY SU BD IV ISIO N . BO ATING, SW IM M IN G , 
FISH IN G N EA RBY. ID EA L C LIM A T E W IT H G EN T LE BAY 
B R EE Z ES TO COOL O FF TH O SE HOT SUM M ER DAYS. 
B U S SER V IC E TO SCHOOLS. C IT Y PO LIC E AND FIR E- 
FRO TECTIO N. 18-1IOLE CH AM PIO N SH IP G O IF CO URSE 
UND ER CONSTRUCTION ON AD JO IN IN G PRO PERTY. 


Ranch style 3 bedroom, 2 bath homes, some with 
■family rooms and built-in BBQ's. Electric kitchens 
(some with built-in refrigerator-freezers). 


FROM $23,500 


LONG TERM FINANCING 


CAN BE ARRANGED 


VISIT GLENW00D 


BY-THE-BAY" TODAY 


// 


MODELS OPEN DAILY 1 TO 5 


Directions: From Highway 101, San Rafael, turn off right at 
Irw in St. Follow signs toward McNear’s Beach about 3 miles 
to Glenwood Model Homes. 


R E D M O N D ' S 


1011 A ST., GL 6-1250, SAN RAFAEL, GL 4-4353 


$13,950 


SAN RAFAEL 


Close in 
modern corner 2 bed­ 
room home. 5 rooms in all. Lots 
of charm. Near all conveniences. 
$3.950 down will handle. Pay­ 
ments $71.78 month. G L 4-6992 
eves. 


F A R D I N 


REALTORS 


340 Sir Francis Drakp Blvd. 
San Anselmo 
G L 3-3380 
Eves., G L 6-3893 


CLOSED SUNDAYS 


★ $39,500 ★ 


VIEW! CONVENIENCE! 


• 20 Minutes from S. F 
• Professional decor. 
• Gracious liv. rm.—din. rm. 
• Four bedrms., 2 - baths. 
• All electric kitchen. 
• Big family room—utility room. 
• Endless storage space. 


★ $43,500 ★ 


OUTSTANDING HOME 


• Sleepy Hollow 
• 18 x 36 pool—heated, filtered. 
• Big patio—guest hse., unfin. 
• Spacious, cheerful rooms. 
• 3 Bedrms., 2 full, 2 half baths. 
• Livable family room, 
• Full elect, kit.—brkist. area. 


WM. E. D0UD 
& CO. 


REALTORS SINCE 1907 


71 Reahill Ave.. San Anselmo 
G L 6-4606 


35 E. Blithedale M ill Valley 


DU 8-8494 


1355 Sir Francis Drake 
San Anselmo 


GREENBRAE 


NOW SHOWING 


TH E N EW FU R N ISH ED 
MODEL HOME 


349 VIA LA PAZ 


OPEN D A ILY 10.30 TO 6 


3 bedrooms. 2 baths. G E kitchen, 
huge sundeck. fenced, patio. M ar­ 
velous view. $33,500. 
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BEAUTIFUL SETTING 


$3, ,850—Restful and beautiful is 
this former model home, set in 
among the oaks 3 bedrooms, 2 
tiled baths with stall showers. 
Birch cabinets in roomy kitchen 
and nook, dishwasher, disposal, 
O'Keefe and M erritt range Liv­ 
ing room has vide corner win­ 
dows facing a lavishly landscap­ 
ed garden and wide patio. Decor­ 
ator carpets and drapes included. 
Don’t 
overlook 
this 
realistitc 
value! 


LOT SPECIALS 


*6.250—120 ft. frontage on Vista 
Grande. A beautiful secluded set­ 
ting of oaks, laurels and ma- 
drones. Downslope suitable for 
a home all on one floor with ex­ 
tra rooms downstairs and little 
garden maintenance. 


$7,850—80 ft. frontage by 128 ft 
depth. View of Mt. Tamalpais 
and part of Ross Valley 
Site 
graded, ready to build on, prac­ 
tically all usable ground. 3 blocks 
to Greenbrae school. 


W ID E CHOICE OF O THERS 
UP TO T ACRE 


$4,850 to $14,500 


The Greenbrae Co. 
REA LTO RS 
G REEN BRA E 
IN SURANCE 
* G L 3-5465 


HOME WITH APT. 


Artistically designed 2-bedroom 
home in the hills. Bv Llovd 
Wright disciple. Beautiful view 
of Ross Valiev and peek at the 
bay. Electric kitchen, view deck. 
Excellent rock retaining walls. 
Studio apt. below. $2,000 down, 
with terms to suit. $17,500. 


TRY $1,500 DOWN 
Modern 3 bedroom, 2 bath home 
in a quiet neighborhood, with 
lots of privacy. Only 2 years old. 
Swedish type fireplace. Sliding 
doors to patio. Double garage, 
large lot. $22,500. 
Geddes- Realtor 
“Complete Real Estate Service” 


533 Third 8t. 
fian Rafael 
G L 6-5040 


KENT 
WOODLANDS 


One Acre 


on a commanding K EN T WOOD­ 
LANDS site with beautiful oak.1- 
and superb view of the bav and 
Mt. Tamalpais. 4 bdrms.. 3 baths, 
paneled living rm. Sep. dining 
rm., elec. kit., and storage. P ri­ 
vacy. — $52.500. 


Family Home 


This home lias everything for 
pleasant 
and 
secluded family 
living. Large spacious living rm.. 
with quality wall to wall carpet­ 
ing. Four good-sized 
bedroom 
and a paneled d°n or fifth bed­ 
room. Delightful family room 
with fireplace. Powder room. All 
electric kitchen, 
and adjacent 
utility room, Big 2-car garage. 
Ideal pool site. Gorgeous bav 
view'. On an acre site. Home is 
practically new. $65.000. 


V I E W 
This home on l 1* acres has a 
magnificent view oi the Bav 
and the mountain. Several gor­ 
geous oaks add to its attractive­ 
ness. Huge living room with rock 
fireplace and high beamed ceil­ 
ings. Separate dining room. An 
excellent library with fireplace. 
All electric kitchen with brick 
BBQ . Two oversized bedrooms 
and three baths. Secluded patio. 
Large swimming pool. $79,500. 


L o t 
On main road through entrance 
Southerly exposure. Sheltered & 
sunny. 
Gorgeous view' of Mt. 
Tamalpais. $18.000. 
JAMES A. ORR 


INC. 


Opp. Entrance. Kent Woodlands 
Kentfield 


HO 1-5233 


Morningside Court 


3 BEDRMS., I »/a BATHS 


$22,500 


B U ILT IN 1946 There’s a fire­ 
place and lots of built-in book­ 
cases. Dining ell, cherry break­ 
fast nook. Separate utility room. 
Beautiful patio with show off 
plant hangers. Lanai and tool 
shed. 
Completely 
redecorated. 


Walk to bus, grammar and hi- 
school. 
$22,500. 
WM. MAIER 


M U LT IP LE REA LTO R 


216 Sir Francis Drake, S.A. 
C*L 4-0703 
Eves., G L 4-8732 


Cloitd Sunday 


NIPPER-MARCHANT 


M U LT IP LE REA LTO RS 


STARTER HOME 


Ideal home for small budg­ 
ets' A San Anselmo spec- 
cial—3 bedrooms, full din­ 
ing room, 2 baths. Older 
home 
on 
upslope. 
Nice 
view, no garage, close in! 
$10,950. 


IDEAL SAN RAFAEL 


LOCATION 


A lovely home in a pre­ 
mium area—Look at these 
features: 
• Set among beautiful oak 
trees 


• Large living room and 
full dining room 
• 3 bedrooms—1 '• 2 baths 
• Unfinished rumpus room 
• Tree shaded patio 
• Secluded 
Owner transferred, $24,500. 


CUSTOM BUILT 


N EW SUBU RBA N 
BEA U TY 
O W NER 
W IL L 
T A K E 
TRAD E. A beautiful qual­ 
ity home nestled among 
magnificent 
oaks. 
Near 
Kentfield School, College 
of Marin and Marin Cath­ 
olic! Perfect for commut­ 
ers, school children and 
housewives!! 3 bedrooms, 
rumpus room (with sec­ 
ond fireplace), full dining 
room, 2 baths, elec. kit­ 
chen. Seclusion! Minimum 
yard 
maintenance! 
Just 
finished! $32,500. 


SEE THIS HOME 


FROM ‘ HOUSE 
B E A U T IF U L” 
A beautiful home in the 
nicest tree-studded section 
of G REEN BRA E, The yard 
Ls lovely—it was featured 
in House Beautiful maga­ 
zine. 


3 bedrooms, rumpus room, 
full dining room and 2 tile 
baths. 
Lots 
of 
storage 
space—yard 
for 
pets. — 
Workshop—lovely 
carpets 
and drapes. Owner wants 
quick sale! $37,500. 


A SK ABOUT OUR 


GUARANTEED 


TRADE-IN PLAN 


NIPPER-MARCHANT 


M U LT IPLE REA LTO RS 
203 Sir Francis Drake Blvd. 


San Anselmo 
G L 3-2980 
Eves., G L 6-229« or G E 5-3301 


Jiròritriròrnt flmminl. Friday, August 19, I960 
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County Wide 


T I M M E R ' S 
B E S T B U Y S 


$13,950 
2 Bedroom— Level 
Close In San Rafael 
Only $2,500 Down 


Holy »moke 
riii.s is terrific! So 


much house -so low priced! At­ 
tractive kitchen with large eat­ 
ing area' Adjoining utility room! 
Attached 
garage! 
Hard wood 
floors' Flat, level lot 
■ patio — 


fruit trees’ XJent terms to am - 
one! New listing -don’t wait on 
this one—see it today! 


$14,950 


G.l, Resale 
Only $ 1,500 Down 


Xlent location nrar the new 
Civic Center! Short w a l k to 
express S F. commute bus! The 
lot us level and from the large 
kitchen A separate dining room 
there is a panoramic view of the 
green Galinas Valley and tree 
studded .surrounding lulls! 2 twin 
sized bedrooms! Attached ga­ 
rage! A new listing and the sell­ 
er uill help finance! Vacant! 
Get keys at our office! 


$18,500 
3 Bedrooms 
Practically New 


Real unhappy seller has Just 
been traml erred to Bacramento 
and is forced to SA C R IFIC E this 
beautiful home! Spacious bed­ 
rooms! Ample closet space! Sep­ 
arate dining room! Lovely kitch­ 
en with built in range and oven! 
Oversized 2 car detached garage! 
Xlent terms! 


$21,950 
4 Bedrooms— 2 Baths 
Family Rm.—-Workshop 
Sounds fantastic but it's true! 
Right in San Rafael and easy 
level walking distance to schools, 
super mart and transportation! 
Central hall plan! Modem! Big 
family sized kitchen with corner 
eating 
area! 
Children's 
play 


area! Covered lanai has b r i c k 
BBQ. Must be sold—really pric­ 
ed low for immediate sale!! 


$25,750 
Level With a View 


Right, in one of Ban Rafael’s 
finest new areas! Wide streets, 
sidewalks, green lawns! Pano­ 
ramic view to the East over 
thousands of acres of nature’s 
wonderland 
<M a r In 
County). 


Modern ranch styled home shows 
like a model — only 2 vrs. old! 
Central hall plan! 3 lnrve bed­ 
room'! 2 tiled baths! Spacious 
kitchen with all 
the 
electric 


builtins! 
Dining ell! 
20 x 22 


sun deck! Anyone can assume 
wonderful 
5V .„ 
FHA 
Loan! 


Price includes quality wall to 
wall carpeting. New listing — 
owmer transferred!! 


$26,900 
Right on Butterfield Rd. 
Mod ern Ranch Home 
Only 2 years old! Jticlmles all 
the builtins—range, oven, dish- 
w'asher and disposal! 3 lovely 
bedrooms' 
2 wonderful 
bath­ 
rooms! Dining room i^icel At­ 
tached 2 car garageL Corner lot 
offers ac< *** to. fear storage 
area for boat or trailer! A must 
see today! 


$27,500 
Only $4,000 Down 
Beautiful Sleepy Hollow 


Today’s best buy in this wonder­ 
ful location. !i acre level and 
slightly upslontng lot which ls 
sprinkled with majestic trees! 
Big level pi'tio area has ample 
room for pool! 3 bedrooms or 2 
bedrooms and den! (One paneled 
bedroom 
has 
2nd 
fireplace.) 
1 srge 
family 
styled 
kitchen 


complete with built in range and 
oven! Owner transferred—priced 
to sell quickly!! 


$29,500 
Up In The Oaks 
Sun— View— Privacy 


End of a cul-de-sac —surround- 
mg knolls and vallevs dotted 
with 
quality 
homes! 
H u g e 


spreading oaks, madrones, bays! 
Quality constructed home ot 3 
bedrooms, 2 tiled baths and a 
huge all new kitchen with every 
imaginable built In—Range! Ov­ 
en! Dishwasher! Disposal? Re­ 
frigerator! Bar closet — to name 
a few! Private sun deck off the 
living room! Better than new 
condition. See it now—TODAY!! 


OUR F IL E S O FFER O VER 700 


chN& 
sHE° ^ 
S 
mFO R y o u t o 


T I M M E R ' S 
Call GLenwood 4-8002 


901 B St., Corner 3rd. S R. 
Eves., G L 4-1880 
G L 3-2707 


QUALITY BUILT 
HOME 
On Your Own Lot 


$13,950 


• 4 bed rooms. 2 baths 
• Hardwood floors 
• Tile bath; 
• Attached garage 


Are only a few of many features 
Call us for free inspection of 
your property Sc F R E E brochure 
of floor plnns. 
James L. Warren 
Construction Co. 
014 TAMALPAIS, S. R. 
GL 6-4913 
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County Wide 
g 
.... i £ --- 1Kmm im . n______ 
WING'S 


ALL LEVEL 
ADD A POOL! 


and you’ll never leave home for 
your vacation as the grounds 
surrounding this level 3 bedrm. 
home are most picturesque. Fam ­ 
ily kitchen—dining. Rear patio 
shed easily converted into dress­ 
ing room if pool is added. Own­ 
ers most anxious, $23,750. 
WM, MAIER 


M U LT IP LE REA LTO RS 


216 Sir Francis Drake, S A . 


G L 4-0703 
Eve«., G L 3-0781 


Closed Sunday 


BEST OF MARIN 
$19,750 


Yes you can bring vour chec k­ 
book with this one! It in« about 
everything 
the 
serums 
buyer 


wants Lovely immaculate home 
throughout 3 bedrooms. 2 car 
garage. Beautiful lush given gar­ 
den with patio. Ttie root 
votl 


M UST 
<e for yourself 
WON­ 
DERLAND !! 


COUNTRY LIVING 
POOL 
$35 000 Ahnosplmnr 
yet cloee to 


u>wn and TRANSPO RTATIO N 
Enjov t he horses and he«ted pool 
on this level nrce. 
Well built 3 


bedronm home with ft feeling of 
comfort and relaxat ion. Conven­ 
tional style and clean disign, 2 
bathroom.', l arge 2 car garage. 
Lowly patio around the pool 
«Settle in one of Marin County’s 
l»e t areas 
Clow to new Civx 


Center and high selvool. 


MINIATURE ESTATE! 
$16,950 


If you like a nice quiet and spa­ 
cious residence with trees and 
very easy managed garden. bK- 
CTjURION Views, close in. good 
neighbors Come and see tins 
nark-like estate, 
2 3 bedrooms. 


Huge living mom. Dining room 
Family kitchen. Decks. Bo iiirdv 
interesting 
features 
that 
will 


arouse that WAN'P that is not 
easily satisfied these da vs. The 
owner will probably go overix ud 
to help the right buver With fi­ 
nancing It’s n HAPPY HOME 
ftnd VACANT. IM M ED IA TE o c ­ 
c u p a n c y . 


TEEN-AGE FAMILY 7 
POOL — $40,950 


For those who want the very 
best, we offer this gorgeous 4- 
brdroom, 3 bath home. The heat­ 
ed pool and lovelv patio are a 
natural for the sylvan setting 
with huge activity room and 
separate fireplace adjoining the 
TxjoI area, the whole making for 
tru« California living. Bee the 
many other luxurious features of 
this so-closp-in Ban Rafael home 
G R EA T LY RED U CED PRIC E. 


CLOSE DRAKE HIGH 
$17,950 
3 BEDRO O M S Sep. D rm. Thi 
attractive home is waiting for 
you Most sought after location. 
QUICK occupancy. Fireplace, ga­ 
rage. 
Just off transportation, 


shopping, A LL SCHOOLS and 
CHURCH. 
Excellent 
financing 


available 
IT ’S HOT - - W IL L 


S E L L FAST. 


We have man.V other interest­ 
ing properties to suit and sat­ 
isfy most buyers. C<»me and meet 
our congenial staff in an office 
with “ Know How!!!’’ 


C LO SED SUNDAYS 


REGGIE WING 


M U L T IP L E RE AT,TORS 


Cor. 2ND AND A STS., S R . 


GL 6-5313 


Even Call: 
Jimmy Stewart. G L 6-0667 
Dale Browtnan. G L 4-1557 
Grove Seavey, WA 4-1106 
Dora Blunden. W A 4-2603 


SCHOOLS ARE CLOSE! 


to this lovelv nowlv remodeled 
home in the LAN D SD ALE dis­ 
trict of San Anselmo. On the 
main floor YOU will find 2 am­ 
ple bedrmrs, a modem kitchen 
containing a refrigerator, rang»-, 
built-in washer/dryer, disposal, 
formica 
counter 
a n d 
handv 
breakfast jy*>k. Downstairs ls a 
2nd full bath plus rumpus room 
or studio. Beautiful view Only 
2 blocks to school, bus, and shop­ 
ping. O W N ER M UST D EPA RT 
COUNTY ANT) W IL L ACCEPT 
A 
LO W 
DOWN 
PAYM EN T! 
P R IC E $14.500. 


SCHOOL BUS? W H Y ? 


It's less than a block to Wade 
Thomas School and a short walk 
to the Seminary and downtown 
Ban Anselmo. An older 3 bed­ 
room. EX PA N D A BLE borne with 
a beautiful view of Del Mesa At 
surounding 
area. 
Full 
dining 
mom — fireplaee — hardwood 
floors — work: hop under ga­ 
rage — IN-IiAW APARTM EN T 
D O W N STA IRS — PATIO. Irfirge 
lot bearing fruit trees, ready to 
eat vegetables, and space for a 
2nd garage or 2 ear parking. 
FA BU LO U S FIN A N C IN G ! $12 
250. Assumable first Trust Deed 
at 6T — payments only $100 per 
month, and owner will help. Just 
$15,500. 


THE Y CAN WALK 


the 2 blocks to school, from this 
BRAND 
NEW 
3 bedroom. 2 
bath, V IEM home. A superb elec- 
trict kitchen, fam ily room, large 
living room w ,-f¡replace, spacious 
sundeck.s. 
unobstructed 
views 
from EV ER Y 
ROOM, shingle 
roof, oversized attached 2 car 
garage, etc. Convenient to every­ 
thing. YO U M UST S E E T H IS 
ONE NOW ! VACANT. E X C E L ­ 
LEN T FIN A N C IN G - PR IC E $23. 
900. 
Eckert Realty 


M U LT IP LE REA LTO RS 
W E T A K E TRAD ES 
2*26 Sir Francis Drake 
San Anselmo 
GL 3-0901 


CLOSED SUNDAYS 


FINALLY—IT'S 
IN ROSS 


The magic of Ross property is 
reflected in this hill view 2 story 
home on a large tree studded lot. 
In area of finer homes. Loaded 
with charm it affords indoor & 
outdoor appeal 
with 
goczeous 
sundeck facing Mt. Tamalpais, 
huge sunken patio, easy to main­ 
tain garden. The home consists 
of 3 bedrooms, including huge 
master bedroom, 2k> baths, music 
room, beam ceiling living room, 
with spacious dining area, mod­ 
em kitchen Sz utility room. 2 car 
garage. 
Walking 
distance 
to 
schools, bus and shopping. $35.500 
Only 
principals 
n eed 
apply. 
Shown only by appointment. 


Exclusive 


Ross Valley Really 


Kentfield—G L 8-7240 
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County Wide 
County Wido 
GEDDES, 
REALTOR 
★ 
FIVE 
OFFICES 
* 


LOCH LOMOND 
Water view, Custom built by McKinnon Sc McQep. Under 
construction, a rustic contemporary, 3-bedroom, 2-balh home 
with all ibr refinements for 'he ultimate in good living. All 
G E kifi hen with full double ovm, range, diehwasher. Intercom. 
3-ton air conditioning system. Flagstone fireplace with kinder. 
BBQ in family room. And an 18:<16 heated end filtered pool! 
Still time to choose your own color schemes. $65.(XX). O L 6-1623. 


SLEEPY HOLLOW! 


Swimming pool! Horses! Not far from the future site of the 
Dominican Convent, Modern 3-bed room, 2-bath home on I S 
acres in a country setting, Modern kitchen, spacious living 
room. Bunny, wind-protected JBx36 swimming p'ol and large 
patio with a covered lanai. Beautiful circular drive. Price in­ 
cludes a modern weekend cottage 
An excellent area foi the 


horse fancier. A king $49 500. G L 6-50)0. 


LARKSPUR 


On Palm Hill. Rare. Spacious older home wüh modern kitchen 
and other contemporary appointments. 3 bedrooms, 2 baths, 
dining loom, family loom, land raped. $28.950. G L 6-5344. 


SWIMMING PO O L!!! 


Lovely, large, 4-bedroom, 2-bath KICH LKR with 15x30 heated 
and filtered pool. Complete electric kitchen 
Secluded front 


pat io, covered lanai in back. $31,000. G L 8-1623. 


MARIN GOLF & COUNTRY CLUB ESTATES 
Owner transferred to South America and has just reduced his 
price another $1,000. Excellent financing on this colonial ranch 
home, 3 bedrooms, a baths. Spacious living loom, ma. iv« fire­ 
place 
Separate family room. Terrific electric kitchen with 


breakfast, bar 
Assume existing $19.800 FHA Loan. Immediate 


occupancy. Asking $23,700. ( ;L 6-1623. 


ENCHANTED KNOLLS 


AT M ILL VALLEY 
A prestí e view location for the busy ex­ 
ecutive or business man. Handy commute, 2-story rustic, heavy 
shake roof. 3 bedrooms, 21 ¡ baths. Family room. Separate laun­ 
dry room. 2 fireplaces plus indoor BBQ. Deck 
Two patios. 


Drapes and nearly new wall-to-aall carpeting included. Doublt 
garage, $38,750. DU H-6160. 


MILL VALLEY MODERN 


And well-built, A deluxp two-bedroom home on a lot zoned 
light commercial with 2 street frontages. Owner will assist with 
the financing. $18,900. DU 8-6160. 


COUNTRY LIVING — CITY CONVENIENCE 
F ill 3 bedrooms, rustic home, w W’ carpeting in living room and 
hall. Fireplace, Hugo redwood deck overlooking 
and woods. 


Large lot with landscaped garden and patio on 2 sides. Only 
$18,250. DU 8-6160. 


SPECTACULAR MARINE VIEW 


Including Ban Francisco and Saus&lito. Ranch-style modern. 8 
bedrooms, 2 baths, all-electric, built-in kitchen with breakfast 
area, 18x30 living-dining room with beautiful matched wood 
paneling, sliding glass doors to patio. Large, level, fully land­ 
scaped lot with room for pool and cabana. $29,950. G E 6-4536. 


LOMA VERDE 


A best buy! 3 bedrooms. 21* baths, large family room off kitch­ 
en with separate entrance. Built-in range, oven, dishwasher, 
washcr-dryer, garbage disposal, refrigerator-freezer, drapes, 40 
gal. glass-lined water heater. Large assumable 4‘¿ % G l loan 
balance. Owner will assist. Realistically priced at $21,950. G L 
6-1623. 


COUNTRY SQUIRE MODEL 


At Marinwood, In beautiful condition. Izivcly corner location. 
4 bedrooms, 2 baths, electric kitchen with dishwasher, washer 
and dryer. BBQ. Insulated and wealher.sfripped. 2-car garage. 
Large 4’F G l loan balance. Offered at $24,500. G L 6-1623. 
GEDDES, REALTOR 
Complete Real Esiale Service 


M IL L VALLEY, 447 Miller Ave- DU 8-6160 
TIBURO N, 1680 Tiburón Blvd.—G E 5-4536 


K EN T FIELD , 942 Sir Francis Drake -GL 6-5344 


BAN RAFAEL, 532 Third SI -G L 6-1623 


T E R R A LIND A, 4176 Redwood Hwy, -GL 6-1623 
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County Wide 
Bolinas 


VACANT 
Near S.R. High 


4 BEDRMS., 2 BATHS! 
ON A B EA U T IFU L LEV EL LOT 
IN AN EX C ELLEN T N EIG H ­ 
BORHOOD, AN ATTRACTIVE 
FA M ILY HOM E 2 blocks from 
1 he H i School, 2 baths, nice size 
living room, scp. dining room, 
lge. attached garage Sc storage, 
near 
United 
Markets Sc 
bus. 
Priced to »ell at $24,500. 
MARINWOOD 


FOR COMMUTERS 
VACANT SOON! 


Attractive ranch type, immacu­ 
late, well kept, 3 bedrms., 2 baths, 
ail 
elect, kitchen. 
Beautifully 
landscaped. Fenced. Covered pa­ 
tio Sc lanai. Nr. .schools and super 
Market. Ideal for commuters. 
$22, iDO, 
LARGE HOME 
LARGE GROUNDS 
SHOULD CAL-VET 
TRY $3,000 DOWN 


M O D E R N 
Sc 
SPACIO US. 3 
LA R G E BED RM S. Spacious liv­ 
ing and dining combination, fire­ 
place, dinette. Large 2 car ga­ 
rage. Level lot 103x150. Close in 
downtown and Shopping Center 
Near schools and ideal for com­ 
muters. Reduced to $18,950. 
Reich Realty 


969 Grand Ave., San Rafael 
G L 4-6064 
Or Eves., G L 4-1709 


FISHING? SO-SO 


SW IM M IN G ? WAY OUT! 
EVELYN SHARON 
Pad IN AM yi'Ui or 4921 or 4781 


______ Belvedere______ 


LAGOON resort home; 4 bedrm., 
2 bath. 20 min. from S F. Reason­ 
able Open Sun. G E 5-1328: G E 
5-Q584 


Corte Madera 


Marin Golf 


& 


Country Club 
Presents 
An immaculate G l resale. Locat­ 
ed 1 short block from golf course 
—3 bedrooms. 2 baths, 28 ft. liv­ 
ing room carpeted in Wunda- 
weave. Large family dining room 
and master bedroom open thru 
sliding doors to roofed 360 sq. ft. 
patio fronting on ideal pool site. 
G E kitchen with double sink. Lot 
fenced and has profusion of 
flowers and shrubs. 
$20,000 G l 
loan at 
may be assumed; 
monthly payments $146 including 
principal. Interest, taxes and ins. 
All draperies and carpets Includ­ 
ed. 1700 sq. ft. interior. Owner 
transferred. Offered at $27,500 
Cal-Wide, Inc. 
GL 4-8844 


REMINISCENT OF 
OLD WORLD CHARM 
Warm sunny 
sheltered 
patios 


overlooking hills and bay. Large 
terraced beautifully landscapc-d 
grounds. Completely fenced and 
private. 3 bedrms. 2 plus l>aths, 
2-( ar detached garage. Utility 
room, hobby room. Must be seen 
to be appreciated. $29,000. 
Pingree & Co. Realtors 
206 Tamalpais Dr. C.M. W A 4-0698 


EXPA N D A BLE NON-TRACT 
3 bedrrn, 2 baths. All-electric kit­ 
chen. 
L< vel secluded 
patio, 2 


view decks, 48’ x 6’. Can ex­ 
pand the largely-completed lower 
floor to two more bedrms with 
baths, arid still have a recrea­ 
tion room. 2.800 ft. over-all, plus 
2-car jiort. $29,500. 


SOLON REALTY 


Corte Madera 
W A 4-2623 


M UST B E SOLD 
$21 250 
0\unrr transferred from U.S A. 
3 bedrooms, lovely paneled sep- 
arate dining room, landscaped to 
a * T ” and on the level. 25 min. 
to S.F., dose to grammar school, 
Redwood High and super shop­ 
ping area. Assume G l loan. See 
it with Robert Busse Realty, 1000 
Magnolia, Larkspur. HO 1-522L 


M A RIN Estates. 3 bdrm., ’ 2 yrs, 


old. 2 bath. Level-ldscpd. fenced 
yd. G l loan. Owner. $23,500. G E 
5-1778. 


BY O W N ER : 2 bdrm., Ig. living rm. 


Sc dining. W fireplace & drapes. 
Prof. inasepd. $17,500. Low’ down. 
W A 4-4666, after 6 P. M. 


Fairfax 


O AK MANOR: B Y OW NER. Im* 
maculate 2 bdrm., large living 
rm., bright front kitchen. Break­ 
fast area tile bath w'/sep. stall 
show’er. Landscped. Double ga­ 
rage. Carpets A- drapes. Beauti­ 
fully maintained $23,275. G L 6- 
5137. 


Forest Knolls 


$7,500 
5 rooms, clean Sc in good condi­ 
tion. Furnace. New roof. Yeaf 
round living. DElaware 3-3274 or 
G L 4-2578. 


Greenbrae 


BEDRM ,. 2 bath, family rm., 
built in kit., 2 yrs. old. 
Owner 


transferred. G L J -1803 for appt. 
MOVED business to San Mateo 


County. Must move. S bedroom, % 
bath, w/w rugs, zefrig, waahear. 


22 
3iiftrjiriròrnl-3nunial. Friday, August >9, 1960 ’ 
^ omci por 
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Kentfield 


FOUR BEDROOMS 


Situated 
on 
a 
commanding 
K E N T W O O D LA N D S site, with 
goresous view of the Bay and 
M t. Tam, Gay fam ily room with 
fireplace and leading off to level 
play area, and 
spacious deck. 
Separate dining room Complete­ 
ly equipped electric kitchen in­ 
cluding new laundry equipment 
and refrigerator, together with 
large breakfast area A most a t­ 
tractive sunken living room with 
big view windows and rock fire­ 
place New qualitv wall to wall 
carpeting and custom draperies 
are included But level play area 
or ideal pool site. Less than one 
year old 
$57,500 
JAMES A. ORR 
INC. 


Mill Volley 
Novato 


B Y 
C O N T R A C T O R 
O W N E R . 
3 
bedrm, 2 bath. fam. rm. Large 
extra rrn Opening onto 2nd deck 
Elec kit Easily accessible. View 
*31 non. 
n r 8-7?8« 


Lynwood ! 


60— Homes For Solo 
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64— Lots 
Terra Linda 
Terra Linda 
Tiburón 


ONLY S94 


Novato 


Opp 
Entrance, Kent 
Kentfield 
Woodland.«. 


HO 1-5233 


B Y O W N E R 
K E N T F IE L D G A R D E N S 
$26.000 
Lg. 3 bdrm . 2 bath, w w carpet­ 
ing. 
Beautifully 
landscaped 
Loads of other features. 8x8 ft 
^ child's playhouse. G I 4-4233 
B Y O W N E R 
Wonderful 
southern 
exposure 
with unobstructed Tam view 
5 
yr. old 3 bedrm . 2 bath home 
on level lot. Near schools 
Bon- 
dix. stove, refrip. w w carpeting 
draperies 
Bay 
access. 
$25,950 
Principals only. G L 4-8128 
S IN G L E P E O P L E T A K E N O T IC E 
Studio horse in very desirable 
location. Teachers, 
nurses, 
re­ 
tired. See this attractive small 
home w ««eluded patio A* sur­ 
rounding vard. $11.950 
G L 6- 
3878 


Larkspur 


DESIGNED DECIDELY 
FOR Y-O-U 
For a lone tune now. we have 
listened to 
just 
what 
buyers 
would really like to have in a 
home of th- ir own So we care­ 
fully considered all points and 
built it for you. W e now ore- 
sent this completely new stream­ 
lined beautv for vour approval. 
Location 
P A LM H IL L 
the 
b e s t . 
Professionally designed, 
decorated and executed. Magnif- j 
icent deck and view. Wonderfully 
incorporated outdoor-indoor liv­ 
ing 
I bedrm. 2 bath home with the 
4th bedroom. 3rd bath and large 
activities room that ran be fin ­ 
ished and decorated bv vou. - 
j 
This is a home you'll treasure. 
^3*» .500 
STEWART REALTY 
C ort” M a dera 
W A 4-4200: 
C H A R M IN G C H E V Y 
C H A S E H O M E 
Sunny, well 
built, 
magnificent I 
bay view 
3 bedrooms, 2 baths. 
Offers comnlete and restful se­ 
clusion. 
$28,500. 


S M A L L E S T A T E 
Very peaceful yet 3 blocks from 
town 
3 bedrooms, plus family 
and dining room, beamed ceiling 
and large living room 
Sunny, | 
level pool site. 
$28,500. 


SOLON REALTY 
C O R T E M A D E R A 
W A 2-2622 | 
$6,000 F U L L P R IC E 
1 bdrm 
ark. with deck 
State 
leased 
l~nd. 
Price 
includes 
2 
boats. 
Johnson 
10 
h.p. 
motor 
Deepfre^zr 
$1.500 D O W N 
* It is rugged, needs a rpnl good 
do-n-your eifer." Beautiful lot. 2 » 
b r , Ige. liv rm. Frpl. Located in { 
an area of nice homes. $8,950 
Owner will carrv loan. 
B E A U T IF U L C A N Y O N 
$13,950. 
rustic, 
comfortable 
2 
bdrm plus. Combed plywood. Ige 
kit . basement, carporr, level 
D U P L E X . E X C E P T IO N A L 
2 br., hdwd fir s . frpl , v.ew win 
dows Stove Ref rig. Sep patios, j 
Nr. Eiue Rock Hotel- Rm. for 
more units. S32.500. terms 
M A B E L L E C U L P E P P E R , Realtor i 
|12 Magnolia. Larkspur W A 4-0881 
32 M O N T E V IS T A 
6 rm. oust, built home on lg 
ldscpd. lot. Nr. schl., churches, 
trans. 
$23,500. To inspect 
call 
W A 4-1219. 
"" HEATHER GARDENS 
Beautiful 
corner 
2 
bedroom 
home. Large lot 
Patio. Excel- I 
lent condition. Close to schools, j 
shops! 
$2.000 will handle. $16 
500 
Z U N IC H R E A L T Y 
1405 5th Avc. 
San Rafael 
Phone G L 6-2810 


See this 2 ': acre paradise for 
kios Pool 
4 stall barn— 5 bdrms 
— 21 j. 
battuv walk-in freezer—4 
car garage—etc 
Unbeatable f i­ 
nancing. $50,000, 


CHERNENKO 
REALTOR 
4170 Redwood Hiw ay 
G L 4-1601 
5 RM., 3 bedrm 
home; 
1 bath. 
Hardwri firs Lge fenced in level 
back yd. 
w patio 
opening 
off 
din 
alcove 
$13.200. Mo. pvmts 
$72 sno faxe> ins JO 1-3037 or 
aU 
5 p m T W 2-3905 
Instantly Appealing 


A 3 bedroom home, in a quiet 
neighborhood: cul-de-sac Plentv 
of shade trees C ity w»t*r, plus a 
good 
well ? 
Completely 
land­ 
scaped Close to school, shopping 
and Novato Hospital 
A charm ­ 
ing 
delightful 
home 
to 
buv' 
$17 750 T E R M S . FH A appraisal 
applied for. 


★ ROTH REALTY ★ 


877 Sweetser. Novato 
T W 2-3770 


SELLERS ANXIOUS! 


3 bedrooms. 1 bath. Newly paint­ 
ed 
C lose m. Assume large G I 
loan. $13.500 T ry $?■ 000 down. 


3 B E D R M S , 2 B A T H S 
W -.v 
carpets 
drapes 
Lovely 
flowers and patio 
$17.250. Trv 
12.900 down. 


STROUT REALTY 


7464 Redwood Highmav. Novato 
TW' 2-5620 
Eves 
TW' 2-5594 
B Y O W N E R 
4 V 
G I loan. 3 
bdrm . 2 bath Transferred, must 
sell. Sent 
1 234 Alameda De La 
I.oma TU cker 3-6696. 
3 
B R . 
1U 
bath; 
firepl., 
patio, 
fenced; garbage dis.: insulated, 
weather^tripped. $16.700. G L In 
See or ph. eve. or Sun. TW' 2- 
3125. 20 Sierra Vista 
W E S T E R N E S T A T E S 
3 bdrm s, 2 
baths. W W carpets; dishwasher. 
Room for oool, $19,250, good fi­ 
nancing T W 2-2648 
M O D ER N 
3 bedrm . 2 bath, dbl 
garage, 
familv 
rm 
Fireplace.! 
Patio $23.000. TWinbrook 2-6329. 


BY OWNER— $2 1,950 


O PE N S A T - S U N 
1431 D A W E S S T R E E T 
LO W D O W N ON 
FH A A P P R O V E D B U Y E R 


Large 3 bdrm.. 2 bath 
Shake 
roof, large patio overhang. M any 
extra features! Beautifully land­ 
scaped. T W 2-5783 
H O P Ac S K IP TO SC H O O L! 
3 br . 3 bath; M A N Y E X T R A S ! 
1 g. 
living-dining 
area; 
firepl.. 
hardwood firs., lg. kitchen, 2-car 
garage: let fenced vnrri: $18.700 
4! ' 
terms. TW' 2-5298 


Charm ing 3 bdrm , 2 bath with 
separate fam ily room. W'eil ar­ 
ranged living room w ith brick 
fireplace. 
Sliding 
doors 
from 
dining room to nicely landscap­ 
ed yard; ideal pool site 
Spoi- 
less kitchen has 
ceramic 
tile 
counter top and lots of wood 
cabinets Range, oven dishwash­ 
er and disposal. Vinyl tile floors 
with radiant heat. 2-car garage 
2 blocks to grammar school As­ 
sume $16 650 G I 4,.-r7 loan with 
pvmts 
$130 inc. taxes and ins 
Less with Vets exemption. Ask­ 
ing $21.750. W ill consider $3,000 
down. 


Trumbull No. 1 


W ell kept 3 bdrm .1 
bath with 
2-car 
gara'ru 
Beamed 
ceiling 
liviag room with brick fireplace 
and dining area. W ell arranged 
kitchen 
w i t h 
formica-topped 
sink, and garbage disposal. S lid ­ 
ing glass doors to patio and huge 
fenced 
back 
yard. 
Tile 
floors 
and cent ¡a! heating 3 blocks to 
grammar school Assume $12.000 
G I loan with pvmts. $95 
inr 
taxes and ins. <Lower with Vets 
exemption 
Asking $16,250. W'lll 
consider $2 000 down with total 
pvmts 
$125. 
»Broker-Owner — 
Exclusive . 


a month «and this includes taxes 
Ac insurance» are the payments, 
on this 3 bedroom home with 2 
baths, 2-car garage . . . beamed 1 
living 
room 
ceiling, 
electric 
range, oven, disposal , . . radiant 
heat and fireplace . . . insulated 
wea str. , . 
nicely landscan- j 
eel with a good view . . 
G I 
LO A N 
> 4 ’ r> » 
of $13,200 . . 
O W N E R A S K IN G $16,600 
S E E IT T O D A Y !! C A L L 
Picchi Realiy 


874 G ran t Avenue 
N O V A T O 
Opposite 1st National Bank Bidg ” 
T W IN B R O O K 2-6440 
N E W 
5 bedrm . 3 baths, accept 
’ rarie. 2nd or lease with option 
to buy Phone LA 4-6220 
F O R E S T P A R K - O w n e r. 3 B R .7 2 
baths; landscaped 
FH A terms 
$19.500. $1.500 D O W N T U 3-6087 
C L O S E IN ! 3 br.. 2 baths, den; ra ­ 
diant heat, firepl., lg lot. Asking 
$1800 dn. T W 2-5222. 
91.000 DO W N 
O PE N H O M E, 47 O R C H A R D WTA Y 
3 bdrm.. 2 bath. elec. kitch. Patio. 
$16,750 


North Marin 
Realiy 


I 112 G R A N T A V E 
TW m brook 2-9826; eve 
N O VA TO 
T W 2-9430 


Open House 
sat. & SUN. 
• Hidden Valley ★ 
CUSTOM HOMES 


A ll 
individually 
designed 
to 
please the most discriminating 
buyer. To own the finest- drive 
west on G rant to 7th— turn right 
— up 3 blocks. 


• 3 A- 4 bdrms . up to 2000 sq ft 
• Custom home designed for 
each lot. 
• 5 homes avail, for inspection 
• W alking distance schools Ac 
shopping. 
• Secluded, protected area. 
• Homes bv Sharp Ac Robinson. 
• Flexible financing, trades 
considered. 
SI.000 DOWN 


Can handle this beautiful cus­ 
tom 3 h^drm., 2 bath. Beautifully 
landscaped. 
B U IL T - IN S 
G A ­ 
L O R E ! 


VACANT! 


Lucas Valley 


DECORATOR'S HOME 
B y owner Elegant contemporary ; 
Eichler, 4 bdrm.. 2 bath, radiant 
heat, all elec. kit w many extras ! 
F tensive architectural improve­ 
ment". Extra heated playroom. 
Huc^ 
lot. 
all 
fenced, 
profes.! 
lands-pd. w -are plants A: speci­ 
men trees. S2D.9m Excl. finan c­ 
ing avail, to qual. buyer. Owner I 
« ill accer* 
Ice 
2nd 
Must sell 
fast. 
Make 
offer 
Open. 
G L I 
6-6810 or drive by 567 Appleberrv 
, D rive. 


B Y O W N E R , $27,750. Eichler home. j 
4 bedrm., 2 bath, den. atrium, 
fam ily room, 
l 
yr. 
old. land­ 
scaped, 
electronic 
garage. 
As-; 
* same large G I loan. G L 4-2643. 1 
filC H L E R , 3 bedrm., 2 ba.. land- 
scpd. Grove of bar trees. Assume 
lge. G I loan. G L 6-5593. 


IT'S FOR SALE 


3 bedroom. 2 bath, fam ily 
room; covered patio W all- 
to-wall rugs, drapes. Fenc­ 
ed yard, landscaped, and 
built-ina plus many extras. 


T u rn 
off 
South 
Novato 
Blvd. at Rowland B lvd . 2 
blocks to Buchanan, turn 
right, just around the cor­ 
ner. 


This 
is 
the 
well 
known 
W E 6 T R ID G E area Week 
days 
after 
5:30, 
Sat. 
Ac 
Sun., 12 30 to 5:30. 


FINE FOR 
LARGE FAMILY! 
O N E A C R E 
4 bdrms., i» 2 baths 
Hardwd. floors, firepl. All rooms 
are E X T R A L A R G E ! 
Lots of 
cabinets and closets. 
2-car gar 
and shop. 
W ell and pressure 
system 
Prop 
nil fenced. Room 
for H O R S E S ! Near town. $26,500 


760 DIABLO AVE. 
4 bedrms., separate dining rm . 
1 bedrm 16x23. built-in dresser, 
sliding doors to patio. 
Fenced 
yard._ landscaped. Newly painted 
$17.250. Vacant. Move in. 


$2,000 DOWN 
P A Y M E N T will buy 1 acre plus 
3 bdrm. older home. Firepl., level, 
property fenced nr. school. $16,- 


814 REICHERT AVE. 
Not in subdivision. 
3 bedrms 
Hardwood floors, central heat, 
large kitchen. Fireplace. In perf 
condition Landscaped 2-car ga­ 
rage O W N E R T R A N S F E R R E D . 
$16,900. 


3 bedrm . 2 bath: corner lot. All 
tile 
E X T R A S ! 
R E A L S H A R P ! 
Sm all down Owner w il help fi­ 
nance. $18,500. 
Campbell Really 


1112 G rant. Novato 
T W 2-5800 
O P F N O V E R W E E K E N D S 


Cambridge Heights 


Lovely 3 br.. 2 baths: hardwd 
firs . central heat. Built-in range 
and oven. Delightful view of sur- i 
roundm c hills. $19.500. Assume 
existing G I loan or re-finance 
on new FH A . 
Scoop ! ! 


Unhappv sellers just settled in 
beautiful model home — trans­ 
ferred. 4 br., 2 baths: lg. family 
rm., dec. kitch., hardwd. firs., 
2-car gar.: w w carpets, drapes, 
lands aped, 
fenced. 
Like 
new. 
$23.500. Assume F H A loan. Im ­ 
mediate posses r ion. 
New Homes 


Rancho Village. 3 br.. 2 baths 
w ith 
nr 
without 
fam ily 
rms. 
Hardwd firs., central heat 
All 
elec. 
kitch. 
Beautiful 
section, 
near h ’-school. Choose your col­ 
ors on homes under construction. 
From $19.700 to $22.150. G I. FH A 
Cal-Vet or conventional financ­ 
ing 
M O D F ! 
H O M E O PE N ON 
A R T H U R S T R E E T 
Perachioiii Realiy 


7369 Redwood Highway. Novato 
P H O N E T W IN B R O O K 2-2559 
| 


★DISCRIMINATING? 
Then this 3 or 4 bedroom home 
in L Y N W O O D P A R K is just foi 
Y O U . . . I t ’s modernistic de­ 
sign . . . wall to wall W H IT E 
F IR E P L A C E with stone mantle ; 
. . . floor to ceiling w indow s over­ 
look 
a 
well 
landscaped 
patio 
area . . . plus m any extra fine 
features placed in this home by 
the contractor for his own en­ 
joyment . . . makes this home 
one to be appreciated . , . w alk­ 
ing distance to elem entary school ; 
and easv drive to shops 
. . . 
Offered at O N L Y $19.500 . . 
O wner w ill 
give 
IM M E D IA T E 
O C C U P A N C Y . . C A L L T O D A Y 


$16,750. 3 B D R M , 2 bath; elec kit 
cov patio 4 V * G I. Pvm ts $96 
inr tx . ins. 
T W 2-2178. 
O W N E R -3 bedrms.. FH A loan $90 
mo 
$12,750, 
$1400 
down. 
T W 
2-3841. 
O W N E R — Assume 4 V 
' G I ; 3 bed - 
rm .2 bath; dbl 
garage; firepl . 
w w carpets, drapes, landscpd.. 
fenced, 
patio. 
$16,400. 
T W 
2- 
3385 


Out Of County 


FURNISHED 
MODELS 
NOW OPEN 


AMERICAN BEAUTY 
H O M E S 
B U IL T B Y SO N O M A D E V E L O P 
M E N T CO. IN R E M A R K A B L E 
ROHNERT PARK 
Jusi 
40 Minutes From S. F 
1 m» from new college site 
SI99 DOWN 


N O R M A L C L O S IN G C O S T S 


3 Bedrooms, 2 Baths 
P R IC F S AS L O W A S 
$13,900 


Built-in kitchrn. fireplace, forced 
air heai; sliding glass door to 
patio; 
2 - car garage. Country- 
sized lots. 


4 Bedrooms, 2 Baths 
P R IC E D AS I O W A S 
$15,500 


D IR E C T IO N S : 
Turn 
off 
101 
Freew ay at Sebastopol - Russian 
River turn-off; right at old 101 
H iw ay (C otati). Follow the Roses 
to: 
AMERICAN BEAUTY 
Homes— Rohnert Pk. 
L I 6-2443 
Sales Office Open T il 9 P M. 
7 Days a Week 
W itchell-Lane, Realtors 


N O R T H M E N D O C IN O C O U N T Y 
14 unit motel, bar, restaurant, 3 
bed home. 27 acre park. $65.000. 
7 unit resort, home, 9 acres on 
E G River. 
$35.000 
25 acres, 2 bed home, stream, 
Redwoods. 
$5,000 
40 acres. 2 streams, woods «6,000 
FLUGGER REALTY 
C U M M IN G S , C A L IF . 
O N L Y $11.000—4 ’, r, G I can be as­ 
sumed. 3 bedrms. See at 425 Cor­ 
onado, Petaluma. PO 2-8489. 
L A K E T A H O E 
3 
bedrms. 
2 
baths, kitch. with stove. Lg. liv 
rm. Pier Ac beach facil. $15T50 
On Highway 89. D U 8-0600 


SPEND MORE TIME 
WITH 
YOUR 
FAMILY 


And 


Enjoy Indoor and Outdoor Living in 
The Wonderful Country Atmosphere 


OF 


TERRA LINDA OAKS 


Yet Just Minutes From San Francisco 


ON THE LEVEL 


See 
this 
3 
bedrm. 
well-built 
solid home. Full plastered walls, 
oak floors, tile bath, big fam ih 
kitchen, workshop room in ga­ 
rage. Fu ll bearing fruit trees on 
»his big level fenced lot. Close to 
bus; 17 mm. to S F. F IN A N C IN G 
TO S U IT Y O U ! Including wall- 
to-wall carpeting: 
O N L Y $15- 
950. Phone G E 5-0449 todav! E x ­ 
clusive Listing!! 


Dorothy E. Fisher, Realtor 
Tiburon. 
W e Close Sundays 


Sausalito 


S O U T H facing marine view; 2 
fireplaces; 3 sun decks, 3 bed­ 
rooms, 2 baths. Complete electric 
kitchen. Fam ily home plus po­ 
tential income propertv. $33.950 
full price. $8.950 cash will handle 
Call owner D U 8-8000 <EDgewater 
2-2350 
evenings, 
Sundavs* 
for 
appointment 
to 
inspect. 
W ill 
consider trade for home or lot, 
Ross or Sleepy Hollow. 


Woodacre 


ONE PLUS ACRE 


Here is a real lovely property, 
large Of.ks, small stream and cute 
cottage. This is real nice. $15,000 
*/* dawn S T R O U T R E A L T Y P 
O. Box 68. Forest Knolls, G L 4- 
2578 or G L 4-1773. 


LOTS — LOTS! 


West part of town—all utilities, 
level. 65x145. $3,500. 


A N O T H E R — W est part of town, 
all utilities, level. Nice neighbor­ 
hood of homes. Approx. 10.000 
sq. ft. $4,000. 
Bellucci Realiy 


R E A L T O R S 
1000 M IR A B E L L A 
T W 2-2231 
Eves. T W 2-2631 


San Rafael 


Drive right on to this large pie­ 
shaped lot w ith sweeping pano­ 
ramic view. A ll utils, available. 
$13.950. 
Pingree & Co., Realtors 
206 Tam alpais Dr.. C M W A 4-0592 


CONTRACTORS 


L O O K A T T H IS ! ! ! 
2 big L E V E L 
building sites. 
Panoram ic m arine view of sev­ 
en counties. Asking $10.000 for 
the 
two— would 
subordinate. 
Ph. G E 5-0449. E X C L U S IV E 
with 


Dorothy E. Fisher, Realtor 
Tiburon. 
W e close Sundays. 
O N E 
building 
lot, 
Tam 
Valiev, 
graded, paved drive, utilities in. 
D U 8-7288 
V IE W P R O P E R T Y 
Approx. 
3 
a'wes. 
Lovely trees. 
Close in S A. Priced low. $7500. 
Owner. G L 6-0114 


3 Bedrooms — 2 Baths 
Separate Dining Room 
Rumpus Room - 
21x14 Ft. 


2,000 Sq. Fi. Of Living Area! 
General Electric Kitchen 


$1,800 DOWN 
to vets— plus closing 


On A $26,800 Home 


Come Ouf Today! 


RANCH-STYLE HOMES— HARDWOOD FLOORS 


OPEN DAILY 10 TO 6 


A completely self-contained community in Marvelous M arin. 
W alking distance to shopping center— supermarket, hardware, 
drug store. 12 other stores. A full school system w ithin Terra 
Linda: Elem entary, Jr . High and High School. Parochial school 
site, churches, playgrounds, medical-dental center and adjacent 
to $8.000.000 M arin County Civic Center. 
Regional shopping 
center—20 acres under construction. O nly 12 miles to the G old­ 
en Gate Bridge. 


D IR E C T IO N S : Three miles past San Rafael turn left off H igh­ 
way 101 at the Terra Linda stoplight. Follow signs to 
T E R R A L IN D A O A K S. 
K E N N E Y B R O S . 
G L 4-0858 


60— Homes For Sale 
60—-Homes For Sale 


62— Income Property 


* Pierce ★ 
Presents 
BOTTOM 
KNOCKED 
FROM UNDER 


(SKY HIGH) 


SAUSALITO 


NEW DUPLEXES 
WATER VIEW, LEVEL 


$34,950 


Never was it possible before to 
get a new 2 bedroom deluxe du­ 
plex— designed by an architect— 
with water view, fireplace, all 
electric 
kitchen 
and 
extensive 
use of glass and decks for $34,- 
950!!! 


Very advanced and architectur­ 
ally designed. Unique planning, 
artistic 
throughout. 
Maximum 
freedom. 
Large 
living 
rooms 
with 25 feet of glass wall looking 
past immense xundeck over the 
water and the sail boats. F ire ­ 
places m every unit. Kitchens are 
G E 100U deluxe and electric, in ­ 
cluding dishwasher plus separ­ 
ate laundry rooms. These beau­ 
ties are being constructed now. 
Be in on the ground floor and 
select your choice view lot. First 
tune anything like this has been 
offered in M arin Co. Excellent 
financing. $34,950. 


Level 100' Froni 


Country setting, close in, San 
Anselmo, $5,250. Terms. Owner, 
G L 3-6170. 


I ACRE— $8,950 


One of the few remaining choice 
lots left in 
beautiful and 
re­ 
stricted 
Los 
Ranchitos 
area! 
Downslope in Nature! Trees! See 
W IL L IA M 
T IM M E R , 
Realtor, 
901 
“ B ” St., San Rafael. Call 
G L 4-8002. 


BUILDERS! 
W E HAD 32 


ONLY 16 LEFT! 


Close in San R afael! From $5250 
up. Trees! A ll utilities: Streets 
in! Owner subordinates! M any 
local builders already here! 


LIvewire Lindskog 


910 Irw in St., S.R. 
G LJ-0833 


BY OWNER 


Large, beautifully wooded view 
lot, close in San Rafael, good loc. 
All util. Privacy. Eves. G L 4-2099, 


LOTS — LOTS! 


W est part of town— all utilities, 
level. 
65x145. 
$3,500. 


A N O T H E R - W est part of town, 
all utilities, level. Nice neighbor­ 
hood of homes. Approx. 10,000 
sq. ft. 
$4,000. 
Bellucci Realiy 


R E A L T O R S 
1000 M IR A B E L L A 
T W 2-2231 
Eves. T W 2-2631 


OAK SPRINGS 


Choice View Lots, prestige area. 
$3,500 and up. 


TOP PROPERTIES 


O L 4-BP83 
or Eves 
G L 3-5139 


34 ACRES 


NOVATO CITY 


Kreloff. 699 Tam alpais. Novato 


66— Commercial 
Property 


San Rafael 
Terra Linda 


Sleepy Hollow 


OWNER ANXIOUS 
REDUCED TO $33,000 
Unusual, view. 3 bedrms., 2 bath 
expandable. $1800 sq. ft. deck 
O L 4-5469 any time. 
Executives Attention 
Beautiful modern Califorr.i« red­ 
wood rustic. 3 bedrms.. 2L baths. 
Beam ceilings, mahogany panel­ 
ing. Elec. kitchen, huge closets 
A ' 
storage 
area. 
Tremendous 
decks with lovely view! 
Land­ 
scaped for minimum care. 14 x 32 
filtered, heated and lighted pool. 
A must see. Especially for e- 'e r­ 
ta ining purposes Owner will help 
finance. 
$46.000. 
Marvelous 
M arin Realty. 1027 C St.. S. R 
G L 4-0674. 
Closed Su n riaw 


San Rafael 


KNUTTE REALTY 
101 Highway, next to Ford Garage 
O ffice T W 2-9235. Home T W 2-9683 
V A C A N T . Lr. home, lg. grounds 
$19,500. On Center Rd 
Modern 
Ac. spac. 3 lg. bdrms.. spac. lit. Ac 
din, com b. fipl 
dinette 
Lg. 2 874 G rant Avenue 
Picchi Really 


N O V A TO 
•* 
■ » 
V » * o i * L 
i » » v. i i u v 
a X v./ V n 
x 
car gar. Level lot 103x150 Close, “ Opposite 1st National Bank Bldg." 
in d.vntn. Ac Nave shopping cen 
ter. Nr. schools, ideal for com­ 
muters Reich R eally, 969 Grand 
Ave., S.R. G L 4-6064 or eves 
G L 4-1709. 


Mill Valiev 


B U T T O N M A N O R 
B y owner. 5 
bdrm., 2 baths, dishwasher, dis- i 
posai, vinyl firs. Playhse. T'uec 
^covered oatio $21.950 D U 8-6134 
HOME TO REMODEL 
$17.450 
T H IS older Spanish-type home, | 
3 or 4 bedrm with spacious rooms 
and a full basement. Wonderful 
opportunity to modernize. Locat­ 
ed on E. Blithedale. Sm all level 
lot with trees and shrubs 
A t­ 
tractive exterior. 
WALBURN REALTY 
M ultip b Listine 
to East Blithedale 
M ill Valiev 
DU 8-5772 
OPEN I TO 5 SUNDAY 
-3 L O R IN G ST. 
. 3 Bedrm:;., 2 baths L^rge living 
room, 
u rdsek. 
View. 
$23,500. 
O w n e r h " lp f in * , r 
( T '-° 0 0 2 
AMCO REALTY CO. 


J liL L S ID E view in Strawberry, re­ 
verse planning. 3 bdrm s, G E kit. 
Carpeting, draperies, fncd. back 
y d , fruit trees, dbl. gar., down 
stairs rum pits w shop area 


$1500 DOWN 
Lge. corner lot: 3 bedrm, 2-bath 
radiant heat; double gar.: l blk 
to grade school. $117 per mo in­ 
cluding taxes Ac Ins. Full price 
$15,500. 
"BEEHIVE REALTY" 
1115 G ran t Ave. 
T W 2-3116 
B U IL D E R S H O M E — 3 bedrm 
2 
bath.;. Close in lot w fruit <fc w al­ 
nut trees Nr. grammar Ac par­ 
ochial schl s. Immed. occupancy 
$17.500. T W 2-2496 
3 BED R O M ., 2 bath, w w carpet, i 
drapes: 
dbl. 
carage 
Radian i 
heat; covered patio; 4 ';N 
G I . 1 
580 Sunset Parkway. T W 2-3857 


Custom-Buili 


2 bedroom. 2 bath home, insu­ 
lated, 
weatherstripped. All 
b:g 
rooms, 
Hardwood 
firs, 
central 
heating and attached 2-car ga­ 
rage. 
Situated 
on 
4 
acre 
in 
west 
Novato 
area. 
W ell 
for 
watering 
lawn. 
c ity 
water. 
Priced at $28,000 furnished or 
unfurnished. 


T W IN B R O O K 2-6440 
C L O S E T O E V E R Y T H IN G ! 
In nice area! Now under con­ 
struction! 
Plastered inside and 
out. Priv. bldr.; 3 br,. 2 bath, 
perim. heat, frpl., hdwd. firs., 
patio $17,995. 
2 M O R E N E W H O M E S 
3 bedrm . 2 bath, central heat 
Hdwd. firs . complete elec. kit., 
frpl., patio, fenced. Plastered in ­ 
side 
and out 
End 
cul-de-sac 
$19.000 v poss 
low down pay­ 
ment. T W 2-2380 


IMMEDIATE 
OCCUPANCY! 
Put up your money and move in; 
comfortable 4 - year - old 3 - bed­ 
room, 2 bath contemporary home 
with 
fireplace, 
radiant 
heat,! 
dishwasher and disposal. A mod­ 
ern home for modern living; sun- 
filled 
rooms; 
landscaped 
and 
fenced. 
A 
R E A L 
B A R G A IN ! V PA D T V r. 
$16,950. Assume $13.575 4 ’,r i G I *N ?^.R IN G 
lean. Payments, including every­ 
thing, only $107 per mo 
Low 
down may handle. «Cash talks.) 
Call right now to inspect. O w n­ 
er leaving, M U S T B E S O L D !! 
T ry $2,000 down. 


D O M IN IC A N 
C O N V EN T . 
B Y 
O W N E R . 3 bdrm.. 2 baths. 1 yr. 
old. Beam ceilings, picture w in­ 
dows G E electric kit. View. Full 
basement 
for 
expansion. 
Pool 
site. W alking distance to down­ 
town. $30.950, G L 4-9172. 
OWNER INVITES YOU 
at $26.500. to see. then steal this 
spacious 2 yr. old, large 4 bdrm.. 
rew 
condition 
E IC H L E R 
The 
setting is the beautiful tree cov­ 
ered hill area of L U C A S V A L ­ 
L E Y . Your children can walk 2 ! . 
blks. to school. I-ook it over, then 
compare, vou will know it’s the 
B E S T V A L U E In the area. G L 
4-7064. _________ 
New—$19,500 


Tn a beautiful rustic setting. We 
have a N E W 2 bedroom homp 
LO A D E D 
W IT H 
C H A R M 
In 
addition, there is an unfinished 
3rd bedrm. or den, plus a rough 
in bath area which make this 
home a terrific buy at this price 
A built-in range A* oven, used 
brick fireplace For those looking 
for tlm unsual in a non-tract 
home be sure to cail us todav 
SWAIN REALTY 


$25,950 


PACKAGE DEAL 


W e have a level San Rafael lot 
and plans to build a 3 bedroom. 
'2 bath home with a beautiful 
ail-electric 
kitchen 
and 
many 
other outstanding features! Now 
is the time to make vour own 
choice of all color combinations 
and 
make 
any 
n e c e s s a r y 
changes! This lot has a pool 
site! 


A LSO 


W onderful 
Forbes 
district 
in 
San 
R afael! 
Level 
lot! 
Wide j 
streets! 
Sidewalks! 
Plans 
to i 
build 
a 
conventional styled 
3 1 
bedroom. 2 bath homr with an 
all 
electric 
kitchen! 
Price 
to 
come? 


A LSO 


Beautiful and Popular Dom ini­ 
can Loration! Plans to build a 
large 3 bedroom. 2 bath, all elec­ 
tric 
kitchen 
and 
fam ily room 
home! Price to come? 


Drop into our office today — we 
will 
show 
you the 
plans and j 
the lot! If you have a home to ; 
sell we can take it in trade and • 
you get credit for your equity! 


W M T IM M E R , R E A L T O R 
901 B St . S.R 
G L 4-8002 


S U N Valley School Area: 3 bdrm.. 
2 bath. Spacious living rm., en­ 
closed 
patio. 
Compl, 
carpeted 
Full basement, incl. rumpus rm. 
Beaut it fully ldscpd. corner lot. 
G L 4-1045 after 6 p.m. Sc week­ 
ends. 


OPEN 1-5 SUNDAY 
190 Blackstone, Marinwood. 
Exceptionally 
clean. 
4 
bedrm.. 
well landscaped, easily financed 
Owner will help $21.700. 


$20,400 
for this Terra Lind e home in 
which 2 of the bedrooms have 
been greatly enlarged. Ready to 
move into 
Evenings Phone 
W in Detsch 
DU 8-4273 j 
Gene Alberti 
D U 8-4589 


t 
B E D R O O M 
E IC H L E R , 
$24.000 
assumable G I loan. Custom car­ 
peting Ac drapes. Fenced, land­ 
scpd. $28,650. Bv owner. P rin c i­ 
pals only. G L 6-2139. 
C O N T EM P . 3 bdrm., 2 baths, elect, 
kit., landscpd.. lg patio, lg lot. 
4' *N G I, $19,950. 552 W hite wood 
Dr.. G L 3-5261, G L 3-7455.____ 
G I R E S A L E . $22,000, 4 \ % G I loan 
can 
be assumed. 
Ranch style, 
fam. rm., 3 bdrm,... 2 baths, beau­ 
tifully ldscpd 
Built-in G E kit. 
Situated in Terra Linda Oaks. 
Drive by 536 Thym e PI. or call 
G L 6-5473. Fu ll price $27.950. 
O W N E R transferred. Eichler 4-bd- 
rm M plus all-purpose rm. Excell 
loc. Assume G I loan. Immed. oc- 
cupancy. G L 4-2721. 
3 B E D R M S . 2 baths, G E. kitchen, 
redecorated, 4 V ? G I loan, yard 
and location ideal for children 
Reason, terms. Owner G L 6-6260 


NEW - 12 
APARTMENTS 
SWIMMING POOL 


8 tw’o bedrooms, 4 one bedrooms, 
complete 
kitchens, 
fully 
land­ 
scaped. fenced w ith lovely swim ­ 
ming poo!. Grosses $14,250. Sell­ 
ing price is an amazing low $108,- 
000. W e have tremendous finan c­ 
ing and a small down payment 
will handle. 
★Pierce Realiy^ 
Parmelee Realiy 
630 Pt. San Pedro Rd , San Rafael 


APARTMENT SITE 


1.6 acres on San Rafael 
canal. Zoned for 69 apart­ 
ments. 
W e 
consider 
this 
one of the best pieces of 
property in M arin Co. In ­ 
cludes 200 ft. of frontage 
on the San R afael canal. 


Ross 


L O V E L Y 1 ranci: style h o m T ^ rT T 
gorgeous L E V E L sunny lot, just 
one block from Ross Gram m ar 
school. Also near churches 
bus 
and stores. 3 bedrooms. 21» baths, 
maid's 
room, 
electric 
kitchen, 
separate dining room. Home can 64——LOfS 
be easily expanded to have more — — 
— - 
bedrooms 
at 
minimum 
cost. I 
Nothing like it on the market at 
$46.500 
W O O D SO N 
R E A L T Y 
CO.. IN C . G L 4-8500. eves. E D 
2-2004. 


R E A L T O R S 
Since 1929 
1601 2nd St., San R afael G L 3-3540 
C L O S E D S U N D A Y 


M U L T IP L E D W E L L IN G L O T S 
At M ill Valley, adjoining. $11,- 
000. 
Buyer 
to assume existing 
improvement bonds. Geddes, D U 
8-6160._______________________ 
T W O C H A R M IN G U N IT S - $14.500 
Older 
San 
Anselmo 
property 
grossing $145 per month. Owner 
wants to trade. $7,000 equity for 
larger units, or w ill sell for $1.- 
500 D O W N T O P P R O P E R T IE S 
G L 4-6983. Eves.. G L 3-5187. 
D E L U X E duplex with all the com­ 
forts and privacy of a home, and 
a lot of extras. Block from S.A 
business district. W ill helD fi­ 
nance. $33,000. B y owner. G L 3- 
5944. 


BEAUTIFUL 


BUILDING SITE 


G L 3-5373 


5,600 SQUARE FEET 
One 
story 
industrial 
building 
containing 5600 sq. ft. in Irwun 
St 
area San Rafael. Close to 
highway 
and 
business district. 
6c sq. ft. 


Marvelous Marin Realty 


1027 “ C ”_St , S R., G L 4-0674 
COMMERCIAL LOT 


IN TERRA LINDA 


Shopping Center, about 
16.000 
•sq. ft. only remaining lot adj. 
drug 
store 
will 
sell 
or 
lease. 
Owner J. H. Neal 1415 Donna St. 
Novato. T W 2-3511. 


69— Commercial Rentals 


P O S S IB L E L E A S E 
TO B U Y 
-O PTIO N 


George G. Pearce 
----- 
N r.. 
w 


Ï 2 S B P ' $23'500’ B y i007 G R A N T AVE., 
N O VA TO 
OW ne., DU 8-49 3. 
| 
TWINBROOK 2-2418 


969 Grand Ave.. San Rafael 
G L 4-2120 or Eves., G L 3-4470 
C O M P L E T IO N 
3 
bdrm. view home. Elect k tchen j 
decks, firppl., close in. /0 Mar- : 
tens 
Blvd. 
$19,750 
with 
$3,000 
down. 
G A T E R E A L E S T A T E 
752 Bridgewav. Sausalito ED 2-1610 
B Y O W N E R . LO C H LO M O N D 
•• bedrms., 2 baths. Sep. dm. rm 
$37,300. G L 3-5999. ____ 
B Y O W N E R , view of Bay, 3 bdrm 
lge. 
living 
rm.. 
sep. 
din. 
rm! 
Bright, lge. kit. Rumpus rnr, lots 
of storage space. 
$18.900. 
G L 
............. 
3-6734. ____ 
2 bath. 2-car gar., elec. kit. Heavy $16.950— B R E T H A R T E 
Sunnv 
3 
shake roof. Curved drive, patio: 
bdrms.. frpl.. lge. ]e\el garden 
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Bellucci Realiy 


R E A L T O R S 
1000 M IR A B E L L A 
T W 2-2231 
Eves. T W 2-2631 
H A E H L E R dream home! 3 bdrm., 


CHERNENKO 
REALTOR 
4170 Redwood Highway G L 4-1601 


E L IT E L O C A T IO N ; Fo r a large 
fam ily, 01 
home w ith income." 
m 
true 
Mediterranean 
design 
stucco; tile root. 3 large bdrms , 
2 baths. L R .. D R ., sundeck, big 
kitchen. 
Plus 
complete 
down­ 
stairs apt. renting at $85. Only 
$26.500 Exclusive at Quin Real- 
tv. 644 B St. . Ban Rafael. 


Strawberry 


San Anselmo_____ 


S775W5TET?™Trans?erred. 3 bdrm 
older home. W ith new roof and 
foundation. $13,500. 254 Redwood 
Rd. G L 4-9779 
B Y O W N E R , 4 bedrms., 2 baths, 
Cape Cod style home. 
Frplc.. 
garb., disposal, wired 220. P a rk ­ 
like setting in fenced rear yard 
W alk to all schools, shop $21,950 
G L 4-9573 


SLEEPY HOLLOW 


BONANZA 


Rolling, 
level, 
panoramic 
view 
lots. Priced from $10,000 to $13.- 
950. Easy financing. Going fast 
Im portant 
tnat you 
call 
now 
Most lots U acre or more. All 
utilities in. 


CHERNENKO 
REALTOR 


4170 Redwood H iw av 
G L 4-1601 


A DREAM HOUSE 


10 Agatha Court. Beautiful dis- j 
trict— lovely small stucco home 
completely 
furnished, 
m o v e 
right in. Garage. 
Ideal 
patio 
Garden 
enclosed. 
$17.500 
<by( 
owner). Or make offer OLym pic 
3-0995, or write 4915 Proctor Ave., 
Oakland 18. 


F IV E rms~ 4 V , ~ G I loam "fu ll 
price, $15.950 possible 2nd. Own- 
er. eves., wkends.. G L 6-2439 


Tiburon 


L E A V IN G $17,500 3 bdrm . 1 bath 
Beautiful fenced garden. 
Near 
everything. 4' 8% G I. W A 4-4333. 


V IE W E 
Bay, O .G. Deck. 2 br.. 
den. 
fr p l. 2-car gar. Ac shop 
Expandable. Owner. $27,650. G E 
5-1778. 


In one of M ill Valley's best resi­ 
dential 
areas. 
This 
lot 
street 
frontages on Elinor Ac Oakdale 
Aves. M any oak trees and ma 
drones. 
Best, M V . climate. At 
only $6,250. 


STEWART REALTY 


215 Tam alpais Drive. 
W A 4-4200 
Corte Madera 
Evenings call D U 8-6322 
B Y O W N E R , Cor lot in Larkspur 
60x129. Util, in $3,500 
G L 6-1526 
B R E A T H T A K IN G 
view 
from 
8 
hillside acres in Tiburon. Also 5 
undeveloped lots. G E 5-0581 
C O R T E M A D E R A H IL L T O P 
Overlooking 
valley 
and 
water 
T t acres, plus with trees. $8500 
C all W aln u t 2-1050. _ 
B Y O W N E R — 2 downslope building 
lots. AH utilities. $5,000 or sell 
separate. 
I 
Upslope 
lot 
$1500 
Cascades. Fairfax G L 3-5366 


BUILD 
1 
YOUR CASTLE 


high 
011 
this 
beautiful hilltop 
lot, 
75 
ft. 
frontage, dead-end 
road. Part of an estate, complete 
with 
citrus 
grove. 
Spectacular 
view— pool site 
Wind-free and 
privacy. $6.750 - Terms. 
R IV E R S , JA C K M A N . G L 3-3158 
Evenings G L 4-4391 
G O O D ouilamg lots and acreage 
County wide. 
Hunter Investment C o . 
343 SA N A N S E L M O A V E. S.A 
P H O N E Q L 1 8 N W O O D 3-2631 
2 H O M E sites on this beautiful 
knoll, of 2.75 acres. A ll utilities 
County accepted road. $10.000. 
A D A M S Ac W A T T , G L 3-4281 
1 


D E S K S P A C E A V A IL A B L E 
W onderful 
location; 
plenty 
of 
parking: reasonable. S T E W A R T 
R E A L T Y . 
215 Tam alpais D r , 
Corte M adera 
W A 4-4200. 
D E N T A L O F F IC E , upstairs, w/4 
rm. apt., near bank. 
Lease. $125. 
Culpepper Realty. W A 4-0881. 
L O T with 60 ft. frontage on 4th 
between E Ac F, 150 ft deep. Ideal 
for used car lot or built to suit 
G L 4-2323 
O F F IC E S in modern Herzog-Rake 
Bldg. Center of town, 
% 
blk 
from citv parking lot. G L 4-2323 


FOR LEASE 
HIGHWAY 


PROPERTY 


5.000 sq. ft, with office bldg., 100 
ft. 011 101 H iw ay frontage. 


"BEEHIVE REALTY" 


1115 G ran t Ave. 
T W 2-3116 
M O D E R N , located 731 S ir Francis 
Drake. San Anselmo. 2 rooms. $60 
mo. 
Inquire R eal Estate next 
door. L O U IS E V. W A L S H , G L 3- 
1963. 


F O R L E A S E 
San Rafael corner store. 1.500 sq. 
ft. G L 3-7459 or G L 4-2940. 


d e l u x e O ffice with kitchenette 
and bath facilities for lease $90 
3rd St., S.R. Geddes, G L 6-5040. 
O F F IC E . 991 sq. ft. ground"floor*! 
with parking, in 
conveniently 
located P IE R C E B L D G . Radiant 


» terv£arb'. & m - $250- ™0- 
-55 Sq. it . office, $75. Lights, ra ­ 
diant heat, elect., garb. Ac ja n ­ 
itor service turn. Street level 
J& rki n& / n P IE R C E B L D G . C ali 
G L 3-3540 P IE R C E R E A L T Y 
F O R lease, store at 1585 Sir Fran- 
cis Drake, Fairfax, $80 ner Mn 
G L 4-7062, G L 3-3309. F I 6-0105 
O F IC E F O R R E N T ------ 
D O W N T O W N 4 T H S T . R R 
G L 3-8510 
’ * 


23 3lnhrprni>fnl-3lnnrnal. Friday, August 19. I960 


69— Commer-iol Rentols 75— Reol Estate Wonted 


W O R K IN G couple local references 
are seeking small cottage. Belve- 
dere-Tiburon ar-a Pay like rent 
_Indep.-Journ . Box 966 


77—-Bus. Opportunities 


R E D M O N D ' S 


Better Business Buys 


86— Houses For Rent 
'Furnished' 


U T IL IT IE S 
IN C L U D E D 
A T 
$99 
O N Y E A R L E A S E . J U S T C O M ­ 
P L E T E D — S U IT A B L E S T O R E 
O R 
O F F IC E 
C E N T R A L 
SAN 
A N S E L M O O W N E R A N X IO U S 
E C K E R T 
R E A L T Y . 
226 
S IR 
F R A N C IS 
D R A K E . 
SAN 
A N ­ 
S E L M O . G L 3-0901 
P e r f e c t location for G ift, jew -l 
elry. Optometrist, etc. In center 
of San Rafael on 4th St. Ground 
fir $100 mo. G L 3-9064 
HIGHWAY 
Excellent 
101 
location. 
250 
ft 
frontage, total 33.000 sq ft. p Ur- 
titon 
of 
property 
now 
under 
ler.se. 
A: king 
$150,000 
Code 
— 512. Fo r full particulars call 
H a rry A bras 
C O N S U L T U S F O R B R O A D 
C O V E R A G E O F O T H E R 
L IS T IN G S 
REDMOND'S 
C O M M E R C IA L A: IN D U S T R IA L 
R E A L T O R S 
1011 A S t.S A N R A F A E u G L 4-4353 
** A U T O P A IN T & B O D Y S H O P 
491 M iller Ave . M ill Valiev. E x ­ 
cellent spot near auto parts store 
_ A- tune-up shop. DU 8-6425. 
O FFICERS (2), with large store or 
drafting 
room. 
Electricity 
for 
lights incl. $60 mo. Ideal for con­ 
tractor. 
G L 4-1225, 8 a.m. to 
5 p.m. 
________ 
L.A R G E O ffice equipped kitehi n- 
ette. shower. All utilities S80 mo 
Answering A accounting service 
avail. 90 Louise St 
San Rafael 
W eekdays F I 6-2008, eves. G L 
4-0650. 


73— Rea! Estate Exchance 


LUNCHEONETTE 
Cute and different— ideal location 
in progressive area. Mouern fix­ 
tures and equipment. Ideal for 
couple Asking $6,500. Code «314 


"BAR" 
Just listed!!! Resort area 
seat­ 
ing over 200 Beautifully furnish­ 
ed. Books open. Seller will help 
finance 
Asking 
$24,500 
plus 
Code «324. 


LAUNDRY 
20 washers- 7 driers, coin-oper­ 
ated 
Terrific 
location, lots of 
parking. Large net return. A buy 
at $17 500 Code «322. 
C O N S U L T U S FO R 
B R O A D 
C O V E R A G E O F O T H E R 
L IS T IN G S . 


R E D M O N D ' S 


1011 A S t.S A N R A F A E L .G L 4-4353 


$20,000 E Q U IT Y in 
5-unit building. 4 
home. 
M U N IC H R E A L T Y 


Dix. Custom 
lots. T D or 


G L 6-2810 


Wanted in Bret Harte 
2 or 3 bedroom home! Any con­ 
dition! Ready cash buyer w ait­ 
ing! Call Scl Graham . G L 4-8004 
Eves. G L 4-1880 
Vv AN T ED 
2 to 4 acri 
.1 in 
M ann Co. W rite information to: 
P. O. Box 29. Inverness, Caiif. 


a l w a y s w a n t e d 
W e have lots of buyers, some 
w ith cash — some with modest 
down payments—-IF F A S T S A L E 
wanted, we w ill G U A R A N T E E 
the sale or C A SH you out im ­ 
mediately. W e will gladly come 
and give you 
a market value 
w ith NO obligation 
Call R E G ­ 
G I E W TN G Real Estate, G L 6- 
r 5313. 


Cash In 72 Hours 
NO W — TODAY 
To Sell or Buy 
Your Real Esiaie 


C all T IM M E R ’S! We have ready 
C A SH B U Y E R S to purchase all 
types of M arin Countv real es­ 
tate! We have R E A D Y C A SH to 
purchase direct from you if you 
neec a quick sale! Don’t hesitate 
— Call us today ! f 


Call GL 4-8002 
WILLIAM TIMMER 
REALTOR 


©01 " B ” St., Cor 3rd. San Rafael 


Wanted in Marinwood 
I have ready cash buyer w ait­ 
ing for a Sherwood Model Home 
C all Wm , Timmer. G L 4-8002 or 
eves. G L 3-6481 
V 
e 
N E E D 
L IS T IN G S . 
C A SH 
C U S T O M E R S A R E W A IT IN G 
LO U T S E V WAT .SH G L 3-1963 
MUST YOU SELL 
BEFORE YOU BUY? 
C all Livewire Lindskog! Let us 
help you with a trade in guar­ 
antee! 910 Irw in St., S.R. 
G L 
4-0832 


WANT TO SELL? 
M A Y N A R D R E D M O N D & CO 
can 
speed 
the 
sale 
of 
y o u r 
property 
W e w ill put our ex­ 
perience in advertising and pro­ 
moting to work for you. An early 
sale may be ahead 
GLenwood 
4-4353 
_ 
_ 
W A N T E D 
from 
private 
party, 
house, duplex, or apts. for invest­ 
ment. Cond. no problem, will re­ 
pair if nec. W rite part. Box 935 
I- J. 


F O U N T A IN . G R IL I 
Corner bus 
stop Well-equipped. "Business is 
eood." See C U L P E P P E R R E A L ­ 
T Y 
for 
details. 
512 
Magnolia 
Ave., Larkspur W A 4-0881 
Distributor Wanted 


Salesman with station wagon or 
pencl to distribute W y n n ’s F ric ­ 
tion Proofing ‘ Automotive Prod- 
ducts” in local area. Sm all in ­ 
vestment required. N ationally ad­ 
vertised 
product. Good 
repeat. 
For inform ation and or 
inter­ 
view write Meredith Distributing 
Co.. 6505 Folsom Blvd., S a cra ­ 
mento, Calif. Phone GLadstone 
1-3173 
_ _ _ _ _ 


Variety Store 
& Coffee Bar 
Lots of foot and auto traffic, in 
a residential shopping area Price 
includes fixture;-, and equipment, 
all m excellent condition O W N F R 
D E S IR E S Q U IC K S A L E 
W IL L 
D IS C O U N T IN V E N T O R Y 20 
O F F E R S ! 
O F F E R S ! 
O F F E R S ! 
You can have a wonderful re­ 
turn on your investment of $5,- 
750, plus inventory. 
Eckert Realty 


M U L T IP L E R E A L T O R 
W E T A K E T R A D E S 
226 S ir Francis Drake 
s n AnsTmo 
GL 3-0901 
CLOSED SUNDAYS 
Sporting Goods Store 
$27,500 P L U S IN V E N T O R Y 
O nly thing like it town! Boats! 
Swim m ing! Baseball! Etc. A big 
volume money maker! 


Confectionery Store 
$7.500, lock, stock A: barrel. 
"Livewire" Lindskog 
910 Irw in St., S.R 
G I 4-0832 
R E S T A U R A N T for lea.se 
Fu lly 
equipped. Ideal for couple. Close 
to H A F B 
P h T V 3-6226 
" C A N D Y A N D G IF T S T O R E 
Q uality merchandise. Established 
3 yrs. 
Excel, opportunity 
for 
widow or retired couple. Belve­ 
dere. best months ahead. Asking 
$4.000 plus inventorv. 
G Eneva 
5-1535 or G En eva 5-4768. 
SHELL SERVICE STATION 
High gallonage. Highwav unit. 
Available lower M arin. Lim ited 
capital 
investment. 
Phone 
L i ­ 
berty 2-7241 or P. O. Box 483, 
San Rafael. 


! G U A D A L A JA R A 
Mexico. 
Com­ 
pletely 
furn 
Beautiful 
home 
Avail Sep: 
for 2-3 months GL 
4-6357 
1 A R K S P U R 
$120 
Avail 
Sept 
6 
Near schools, bus <V shopping 
Patio & garden H O 1-5712 
N E W . Rnnch-stvle. beam ceilings 
plank firs . mahogany walls, sus­ 
pended frp! Contem porary stvl- 
inc 
Cplr $140 W A 4-1786 after 
5 P.M 
2 B E D R O O M , w fireplace, screen 
porch, sundeck. 
Close to shops 
and transp Avail Sept. 7. $150 
month. 
W Aba <11 4-3264 
3125— 2 B E D R O O M , modern bung­ 
alow' Le\cl lot. G arag e' San R a ­ 
fael location. Just off the Miracle 
Mile 
I eavp 
No nets' 
Ask for 
R IL L T IM M E R . G I, 4-8002. 
C H A R M IN G guest house, beauti­ 
fully 
fuvn., 
patio 
view. Lease 
$85 W J M U R R A Y . G L 3-2603 
F U R N IS H E D bachelor 3 room cot­ 
tage 
Lovely sundeck 
Woodsy 
surroundings 
Privacy 
$100 Mo 
year’s le^ e. G L 3-7240 or eves 
G L 6-1221. 
T E A C H E R S - for 
9 , 
months. 
2 
bedrm. home, furn. L iv 
Sc din 
rm., carport, pnlio, trees 
G a r­ 
den 
3 blks Drake Hi, nr 
bus, 
markets Adults, no pets. $95 Call 
onlv between 2 to 7 p in G L 4- 
7328 
C H A R M IN G 3 B E D R O O M 
AND 
guest cotta c Attractively turn, 
beautiful secluded garden, heated 
pool, clos* to bus, schools, shoos 
Avni' 
Sept.-June. 
$200 
G L 
3-7740._____________ 
$95 ~ C U T E A- clean' 2 bedrms. 
Children welcome. 3590 Petalum a 
Blvd. No. Petaluma PO 2-2602. 
$125. N IC E L Y furnished 2 bedrm. 
bungalow. Lcvet San Rafael lo­ 
cation. 
Just off M iracle Mile 
lease. No pets. 
Ask 
for 
W M . 
T IM M B R . Realtor. G L 4-8002. 
R O SS. $150 month. 4 rm. cottage 
with secluded garden Pool privi­ 
leges. 
G L 3-1976. 


87— Houses For Rent 
__________(U n furnished t 
mmmmmmmmmmmmmmmmmmmmmmwHi.mii, mm 
¡\mmmmmmmmmmmmimrw» 


S A U S A L IT O —house 
for 
rent, 
1 
blk 
from bus and shopping. 2 
blks from Bridgeway 
3 odrm.s, 
garden, 
stove, 
re frig , 
marine 
view $180 month ED 2-1356 eves 


83— Apts. For Rent 
(Furnished) 


89— Apts. For Rent 
H ’nfnrnlshed) 
89— Apts. For Rent 
( I ’nfurnlsbrdt 


79— Business Wanted 


B A R or restaurant, individual or 
combination. Pincipals only. In- 
^ ^ e ^ e n d e n N Jo u n ^ 


/ A T E party w ill buy property 
anyw'here in M arin. Im m ediate 
cash. After 6 pm, Meagor 
G L 
6-0467 
CASH MONEY 
FOR YOUR HOME 
In 48 Hours 
Liveware Lindskog has ca.di buy­ 
ers who can close a deal on your 
home in 48 hours. If you need a 
quick deal phone now. Let us ad ­ 
vise you on what your house will 
bring on today’s market. No obli­ 
gation. San Rafael. G L 4-0832. 
Livewire Lindskog, M ill Valley. 
_ DUnlap 8-7331 
A C R E A G E W A N T E D ! 
W e ll know established organiza­ 
tion will pay cash for 10 to 15 
acres of level land suitable for 
large drive-in dept, store. Must 
be handy to hiways. transporta­ 
tion, 
etc. 
Call 
Bob 
Lindskog. 
Livew ire lindskog 
real 
estate, 
San Rafael office. GL 4-083 
fiO V A T O W A N T E D 
San F ra i - 
cisco newpaper 
employee 
will 
pay to $20.000 for 2 or 3 bedrm 
home 
in 
Novato, not over 
10 
yrs. old Would like view if pos­ 
sible. 
2 children. 
Have $3.000 
cash. 
A-l 
credit rating. 
Call 
Livew ire 
Lindskog. G L 
4-0832. 
ask for H enry Jacobsen, eves., 
call G L 4-866o.__ _______ 


BUSINESS IS GOOD 
W h a i do you have for sale? 
W e 
need 
listings! 
For quick action call 
Wm. E. Doud & Co. 


M U L T IP L E R E A L T O R S 


25 E. Blithedale, M .V. D U 8-8494 
71 Red hill. S. A 
G L 6-4606 | 
E IC H L E R Resale. 
Young profes­ 
sional man from East, fam ily 
following, w ill pay cash to $24,000 
for an Eichler home. 
Must be 
landscaped. Can he 3 or 4 bedrm 
model. 
Must 
have 
fam ily 
rm 
H ave $8,000 cash, prefer to as­ 
sume G I loan. Bu t will consider 
any financial arrangement. Call 
Livew ire Lindscog Real Estate. 
G L 4-0832, ask for Bob L in d ­ 
skog. eves G L 4-4451. 
__ 
L i t t l e O LD L A D Y needs sm all 2 
bedrm. home close in San R afael 
or San Anselmo. M y client has 
cash. Not too m any stairs. Call 
Livewire Lindskog. Mr. Schwarz, 
days, G L 4-0832._eve. G L 3-5196 
P R IV A T E party, I buy property, 
here, 
there, 
everywhere, 
fast, 


80— Rea! Estate Loons 


P R IV A T E investor wants 1st and 
2nd trust deeds Cash im m ediate­ 
ly. W IL L B U Y E Q U IT IE S 
D U 
8-5505. 
N E E D F O R C A SH ? 
W e have buyers for 2nd Deeds 
of Trust. Fast, efficient service 
M O N T E L L O N E R E A L T Y . 826 B 


82— Money Wanted 


W IL L sell 7Q 2nd with 3 yr. payoff 
for only $4,300! Reasonable dis­ 
count! M ilitary officer with A-l 
credit rating. 
Call B ill Falcon. 
Livewire 
Lindskog. 
G L 4-0832. 
eves. G L 6-4368. 
_ _____ 
F O R s a l e —- M edium size 
n- 
ed 6% 2nd trust deed on fine 
home in Southern California in 
which owaier has large equity. 
Due in 22 month. W ill discount 
to yield approx 28'1 during term 
Can D U nlap 8-3260 8:30 to 5 p m 
B U Y discounted 2nd trust deed. 
$1500 at T r for $1,150. W ell se- 
cured. Indep.-Journal_Box_970_ 


86— Houses For Rent 


(iurnishedt 
___ 


$125— 1 B E D R M . home in M ill V a l­ 
iev. No garage. Adults. Lease 
$250— 1 
bedrm. 
superior 
quality 
home w 6 rms. Lovely grounds. 
Adults onlv. 1 yr. lease. 
W A L U R N R E A L T Y 
D U 8-5772 
B E A U T IF U L 
furn." E a rly 
Amer. 
cottage, decorator touches. Frpl., 
deck. view. $125. D U 8-2069. 
$130 
L E A S E . Charm ing spacious 
modern 3 brm.. 2 baths, insulat­ 
ed home. Firepl., shuffle board, 
BB Q . social bldg. w'ith fireplace. 
Situated on 2 acres, fam ily or­ 
chard, 
paved 
road. 
1 
mile 
to 
town. R en t to apply to purchase 
if 
desired. 
Box 
12445, 
Happy 
Hours Ranch. M ay Canyon Rd., 
Guerneville. O r phone LO 4-8927. 
F A IR F A X Privacy. A 4 room ex­ 
ecutive home for bachelor, cou­ 
ple $200 mo partiallv furnished 
G L 3-7240. eves. G L 6-1221. 
$57 C H A R M IN G cottage parri a 11 y 
., 
* 
O 
hQfh 
oaripn ,P t. G R E E N B R A E — Available im m edi­ 
ately on 2 yr. lease. 4 bedrooms. 


87— Houses For Rent 


M IL L V A L L E Y : $90 Suit. 2. Clean 
1 bdrm . fpi.. gar Good loc. Stor. 
G L 4-5078 after 2 


$160 
3 B E D R M duplex. Close in 
M ill Valley location. 1 yr. lease 
W alburn Realty 
D U 8-5772 


N O VATO . 
$65 
Large 
1 
bedrm 
house. Q block from downtown 
Novato. Large yard. C all DUnlap 
8-3800. 
_ _ 
N O V A T O 
Charming 
1 
bedroom 
hilltop cottage. Sundeck, patios, 
view, privacy. No children. $90 
mo. T W 2-5333 between 9 and 5. 
3 B E D R M S , 2 baths 30x15 pool. 
View of Bav and Mt. Tam . Ex ­ 
cellent lorat. Raised fireplace Sc 
redwood walls. W ell landscaped 
garden. Complete seclusion. $325 
per mo 
A L L E N Sc SO N, call 
5 A 
G L 3-2230 
LO C H I.O M O ND. 3 M r ms.7 2 baths", 
fam ily room. 9 Months old, $250 
Phone G I, 3-5999. 
IN G L E N W O O D area, avail. 8 20 
60. 3 Bedrms., 2 baths, elect, kit­ 
chen. Ideal for J r Exec. A: fam ­ 
ily. $185 per mo. G L 6-5204 aft. 
6 p.m. 


G A R D E N , fireplace, $90. 
1 bedrm. 
Couple. Refs 
M O U N T A IN R E T R E A T : 
$65 in ­ 
cludes utilities. Sm all cottage, 
garage. 1 person. 
Mabelle Culpepper 
W A 4-0881 


N O V A TO 
3 bedrms, IQ baths, stove Sc re­ 
frigerator, $120 mo. 


Ridgeview Court— 3 bedrms., plus 
fam ily 
rm. 
Perfect 
condition. 
Built-in stove; drapes. 2 baths; 
2 car gar., fenced Sc large land­ 
scaped yd. $160 mo., inc. water 


3 bedrms., stove, refrig. $110. 


K N U T T E , T W 2-9235. TW r 2-9683 
N O V A T O — Modern 
ranch-style 
3 
bedrms., 2 baths; fireplace. Lan d ­ 
scaped, fenced. C L O S E IN ! $130. 
48 Buena Vista Ave., TW inbrook 
2-5845. 
B A Y S ID E acres. It s brand new. 6 
rooms, 3 bedrm .. fam ily room 
with B B Q . 2 baths, breathtaking 
view of entire bay and Yacht 
harbor. Near new golf course. 
W ill lta.se. $275 month F A R D IN 
R E A L T Y ', G L 3-3360 
or Eves., 
G L 6-3893. 
$105 5 R O O M S, fireplace, stove. 
yard, garage and 
carport. G L 
4-6577. 
____ 
C O T T A G E . San Anselmo; Reno­ 
vated. 2 bdrm , charm Ac privacy.! 
Suitable couple or 1 older child 
Ref. No pets. $80. G L 4-5635 af- | 
ter 9 p.m. 
__________ 
M IL L V A L L E Y , outdoor living, cus­ 
tom, level, dbi. garage, frpl. part, 
furn., 2 bdrms., adults, pets O K 
$150. Lease. Near everything — 
Avail. Sept 16 D U 3-8365, eves. 
M IL L V A L L E Y — Modern. 3 bd­ 
rm.*.. near school and S F. bus 
$135 Lease D U 8-5857 
_______ 


PROPERTY 
MANAGEMENT 


Going to be away from M arin 
for the time youi home is leased? 
Let us represent you while you 
are gone, and elim inate the wor­ 
ries and risks that go w ith rent­ 
ing property. Our property m an­ 
agement department is experi­ 
enced, dependable and thorough 


W. J. MURRAY 
R E A L T O R 
G L 3-2603 
G L 4-4434 
B E L V E D E R E LA G O O N 
home. 5 
bedrms., 2 baths, fam ily rm. Liv. 
rm. All elect, kitchen, i to 3 yrs. 
lease. 
Shown 
by 
appointment. 
G Eneva 5-0435. 
E X Q U IS IT E view. 3 bdrms.. 2 ba. 
twin gar. Like new. Big fenced 
back yd. Lom a Verde. $170. G L 
4-6C41 or G L 4-9210. not Sat. 
K E N T F IE L D 
N< . 
lux 
2 fcx 
lg living rm.. elec. kit. Seel patio. 
Ideal location._S150. G L 3-1903. 
$65. F O R couple who appreciates 
low 
rent. 
1 
bdrm , 
40’ 
porch, 
stove & refrig 
“ C " G IL L IS 
G L 6-2C32 
E IC H L E R 3 bdrms., 2. baths, ca r- : 
pets, drapes, patio, elect, kit., 9 
mo. lease, $165 
Children O K 
G L 3-5743 
M IL L V A L L E Y — 2 bdrms.. 2~Q 
baths. 
Centrally 
located 
Close 
to bus. 
Adults;. 
No pets. 
D U 
8-8502. 


SA N R A F A E L 
2 r»n 
studio apt 
Clean, light Modern appliances. 
Tile 
shower 
Ideal 
single 
wo­ 
man. 
Oarage, 
water, 
garbage, 
incl. $65 
G I 
3-1426 
S T U D IO apt . Sept 1st to Dec. 1st 
Close in San Rafael. 
G L 6-6965 
P A R T L Y 
furn 
3 
rooms 
View 
Adults $65. incl. util. D U 8-1611 
evenings 
$79 SA N R A F A E L , 3 rm . remod­ 
eled, cozy, near bus, shops, T V 
antenna, garage. Adults. G L 6- 
1369. 
S M A L L apt. for one person. Close 
to bus 
Owner pays water. $45 
Ph G L 4-2366 or Box 546, Krnt- 
firld. 
S T U D IO apartment, nice for l or 
working couple. $75, incl. u tili­ 
ties G L 6-1492 
N O V A T O 
1 large room, kitchen­ 
ette, dressing rm., shower, u tili­ 
ties furnished, $65. 
T W 2-5908. 
3 R M S . nicely furn. T V antenna 
W asher. Adults. No pet. $90 G L 
4-2758. 
1841 Lincoln upstairs 
M IL L V A L L E Y , attractive studio 
apt Frp l . garden. Suitable for 1. 
$75 incl 
Util. 
DU 8-2069 
F U R N IS H E D garden apt., $62 50. 1 
person, all util. Parking 
G L 6- 
3778 eves 109 Ross St.. S.R. 
B A C H E L O R apt , single or working 
couple. $65, util turn. 
38 Ridge 
Road. Fairfax. 
G L 4-3589 
$60. 2 R M 
apt. center of town. 
Adult 
No pels Some utilities. 
G L 4-7312 or G I. 3-8999 
C O Z Y attr. 3 rms., pvt ent , use 
of auto, washer. Pat.io, B B Q Util 
incl. 
245 Union. G L 4-9739. 
CLOSE IN! MODERN! 
3 Rooms, 1 bedrm. Modern. 417 
First St., San Rafael. See Mgr 
No. 6 or call Livewire Lindskog. 
910 Irw in St., G L 4-0832 or eves. 
G L 4-8709 
P E T A L U M A . 4 rm., close in, gar­ 
age. T V antenna, children wel­ 
come, $70. 
G L 3-8879 
A T T R A C studio apt., nicely furn 
Gar., adults, no pets. $85 incl. all 
utils. 
9 Lansdaie. S.A., down­ 
stairs. Avail. Aug. 20. Can be 
seen now 
L A R K S P U R 
3 rm. apt. near town 
A: busr*. $75 includes all utilities, 
no pets. W A 4-0260 
$80. E X C E L L E N T studio apt. Close 
in to downtown San Rafael. In ­ 
cludes utilities. 
Ask 
for 
Wm 
Tim m er, realtor. G L 4-8002 
S T U D IO 
apartment, 
downtown 
San R afael 
W ater Sc 
garbage 
included $70 Ph.. G L 4-4996 
M A R IN M O T E L , opp. Terra Linda 
1 bedrm., kitchen, bath B y wk 
or mo. Also rooms. G L 3-9882. 
S A U S A L IT O , bachelor apt. $56, in ­ 
cluding Utilities. 404 B St ED 2- 
0399. 
B A C H E L O R wanted to share mod­ 
em , 2 bdrm. furn ant. Call G L 
6-4547 
S T U D IO Apt. Downtown San R a ­ 
fael. W a te r Sc garbage included. 
$70 
G L 4-4996 
S. R. 
S P A C IO U S , 3 rms . quiet, 
working cple W ater, garbage. Nr. 
bus. shop $75, G L 4-1072 
H E A T E D PO O L. Lovely con temp. 
W W 
carpets, T V landscaped; 
patio fountain, 1 or 2 bedrm. Ad­ 
ults. Sea Vista, 65 Canal St.. S.R 
G L 6-4753; G E 5-1125 
2 B E D R M S , view of Mt. Tam alpais 
Sc bay bridges, IQ blks. court 
house, 
elec. 
kitch., 
washer 
Sc 
_d rve r, water Sc garb. G L 4-7554. 
WATERFRONT APTS 
Located on fog free S.R . Canal. 
Prof. decorated, elec. kit., p ri­ 
vate patios. Incl 
T V Sc 
daily 
maid service. 
DOLPHIN BOATEL 


O N E bedroom 
stove, refrig . car­ 
port, garbage, 
water, 
washer, 
dryer incl Rent. $B9 Apply; 1520 
Vallejo Av 
Novato 
SA N R A F A E L 
modern 1 and 2 
bdrm. apts. with pool, close to 
transportation 
and 
new 
civic 
center. $79 50 or 95 50 
month 
See mgr 17 Merrydale Rd . San 
Rafael, Apt. 14 G L H-2620 after 
_3 30 p.m 
SA N R A F A E L 2 hdrm 
mod $85 
incl. stove, washer 
2 children 
welcome 
289 Woodland G L 6- 
0979 
F A IR F A X 
2 lg bedroom.* stove, 
$35. 


SA N R A F A K L 
1 bedroom, wafer 
*V garbage in c l. $90. 


F A IR F A X 
2 bedrooms, newly 
painted, $115. 


SA N R A F A E L 
Clean. 
3 bedroom, $135 


135 3rd St., S R 
G L 6-4040 
1 B E D R M ., beautifully furn. Elec 
kit., washer A: dryer. W ater Sc 
garbage. Reserved parking. Close 
m G L 4-7554. 
_________ 
M O D E R N , 1 bedrm., lge. living rm.. 
all elec. kit. Close to H A F R and 
new C iv. Cent. $90. G L 4-3586. eye 
O R 
U N F I R N 
$( 7 
>-$11 
pool, wash facil., T V conn., conv., 
view. 
95 Lueoak, Fairfax. 
G L 
4-2844. 
C L E A N 1 and 2 bdrm. furn. apts. 
Country atmosphere — Children 
welcome. 3590 Petalum a Blvd., 
N orth Petalum a PO rter 2-2602 
82.50 
B A C H E L O R 
Apt 
Modern 
bldg, Choice location Elect, kit­ 
chen. 
Beautifully furn. 
Every 
conv. G I 3-1706, 


c r 
unfurnished. 
Almost 
new 
2 
bdrm.. elec. kit., auto, laundry 
Sundeck 
storage SI 10-$140 D U 
8-2804 or D U 8-8542, 
W A N T to share apartm ent with 
gentleman. 2 bdrms., nicelv furn 
T V. S R. Phone G L 6-5076 
S H IN IN G clean, 2 bedrms.. nicelv 
furnished. C h i l d r e n welcome. 
Large plav area, country atmos­ 
phere. 
Free laundrv room, all 
utils, paid. $90. 
A L c O 1 room studio apt. suitable 
l man. 
$40. 
A LSO , vacant now. l bedrm apt 
$75 No pets please, but children 
welcome here at Gold K ey Coun­ 
try Apts., 3590 Petalum a Blvd.. N. 
Petalum a. PO 2-2602. 
BLUE ROCK DELUXE APTS 
Attractive studio apts. 2-3-4 rms. 
Elec. kits., W W carpets, sun­ 
deck, child O K . $75 up 
Rooms 
avail 
Nr 
bus stop 
W A 4-4075 
M IL L V A L L E Y , $85. 
Utilities. 
3 
rooms. Sundeck, fireplace, two 
blocks to downtown. Eves. DU 
8-2543 
or weekends. 
C H A R M IN G - E L E G A N T 
studio 
elect, kit., dining L, sliding glass j 
doors to deck cantilevered amidst 
trees. Close in S 
R 
Refs $95 
G L 6-1762 
__________ 
T H IS 
has 
everything! 
Location.! 
downtown, w w carpets, picture j 
windows, mirrored fireplace e tc .; 
$100 includes everything but gas j 
Adults only. G L 3-3227 or G L 4- 
2206. 
S T U D IO 
overlooking 
pool. 
Tea 
House, S R. canal, also 1 bedrm \ 
Quiet, privacy, drapes, carpets, 
C A SA C A N A L E , 530 C A N A L ST., | 
S.R. 
$100. M O D E R N , clean, walking dis- f 
tance to downtown San Rafael 
G L 3-2057 


8?— Apts. For Rent 


furn. 2 rms.. bath, garden set­ 
ting. W A 4-0513— W A 4-3126. 
2 B E D R O O M S , 2 patios, mount, 
vw'., oaks, garden, carport. Quiet. 
Reference. Lease. $97.50, G L 3- 
2055 or G L 4-0451. 


(Unfurnished 


S.R. S EC L., conv. Sc view. 2 bdrms., 
patio, gar., sma. gdn. Adults. Lse. 
Sat.-Sun. 2-5. 48 E l Camino, up 
hill off 4th nr. H G L 4-6130 
C H A R M IN G . 3-4 bdrm. all mod, 
conveniences. 40’ heated pool. Nr. 
trans., shops, schls. 6-9 mos. oc- 
cupany. 
H O 
1-5356. 7 
M urray 
Aye., Larkspur 
__________ 
C O N F ID E N T IA L service. C A SH . 1 $140. N E W 3 bdrm ., attractively 
24 hours. C all day, night— N O W . | 
furn., garden, nice neighborhood. 
Barn ett, G L 6-2812. 
G L 4-8953 evee, Y U 6-6653 days, 


2 baths, 
Q 
block to bus and 
schools. Large woodsy lot. Some 
drapes and curtains. 
$250 per 
month. 
T H E G R E E N B R A E CO. G L 3-5645 
$175. L E A S E : 3 bcirm., IQ baths, 
sep. din rm.. lovely garden. 2 car 
gar. Agent G L 4-6983. Eves. G L 
3-J781 


$175— M A R IN Estates. C M.. 3 bd­ 
rm., 2 baths, stove Sc frpls., level, 
fenced. A vail Sept. 15. G E 5-177H 
S A U S A L IT O . 
Modern 
2 
bedrm. 
house with beautiful bav view. 
Firepl.. garage, garden, elec. kit­ 
chen. Rent $200. No sm all ch il­ 
dren. E D 2-3186. 


H E A T E D P O O L — G A R D E N P A ­ 
T IO Q uiet— no children 
under 
15 yrs. 
W W carpets, 
drapes, 
elec. kitchens. 1-2 bdrms., furn., 
unfurn. $95 up. 1304 Leafwood, 
Novato T W 2-9432. 
A T T R A C T IV E 3 rm apt., $76.50 
incl. all util. Apply 2 Oak Ave., 
Api 
2. Ban Rafael. G L 3-5695. 
J U S T completed, 12 extra is. dlx 
units with t>riv. sundecks. Elec. 
kitchen, and heated nool. B u ild ­ 
ing insulated Sc soundproof. Child 
over 14 yrs. acceptable. 2 bdrm., 
$160-$155. 
1 bedroom $135. 202 
K en t Ave., Kentfield. M gr in rear 
cottage. 


T O P 
P R O P E R T IE D 
G I 
4-6983 
eves 
G I 
3-5139 
O LD ER , apartment 
2 rm s , $45. 
includes stove 
refrig 
water, 
garbage 
1 adult. G I 
4 4772 
B E A U T , 
garden 
setting, 
seel. 
1 
bedrm., spacious 
Stove, refrig 
Sc util 
incl 
Adults 
G L 3-6001. 
A V A IL. Sept 1. $130. 2 bedrm. elec. 
kitchen, w w 
carpet, pvt 
view 
deck 
Close to bus ,V downtown 
S R 
16 Ham ilton Court 
G L 4- 
5281, 
N E W L Y Painted, r 
bedrms. No 
garage. On bus line Level yard 
Includes stove 
$63 month 
In ­ 
quire Mrs. Walsh, G L 3-1963 
N E W 
1-2 bdrm 
apt . patio, lgc 
mah. cabs and closets. Elec. kit , 
built-in vanitv Lndry. rm . gar 
Adults. $89.50-$ 115 
253 Union, 
off Mission, near S.R H i G L 3- 
8816 or G L 4-3202 
Apartment With Fireplace 
L A R G E liv rm. w fireplace. New 
drapes, 
w w carpet, elect, 
kit 
w ith “ din. rm ” opens balcony for 
out door living. Large 1 bedrm 
w 
huge walk-in closet 
Beaut 
bath. 
M irror 
wall 
Ideal 
for 
couple used to t licit* own home 
$128.50. 2360 S ir Francis Drake 
Blvd.. Fairfax. G L 4-4173. Hotch- 
kin . 
_______ 
990 R E D W O O D H W Y . 1 bdrm. apt 
Stove and refrig., garage, heated 
pool 
$97. 
DU 8-1234 
S E C L U D E D New Garden Apt ^ 25 
Ancha Vista. Ju st off Miracle 
Mile. San Anselmo $80 
Deluxe 
elect, 
kitchens. 
Heated 
pool 
Parking. G L 6-3842 or G L 6-1520 
D E L U X E 2 bedrm. apt. View 
P r i­ 
vate sundeck. $115 per mo. 
GLenwood 6-2810 
R A F A E L G A R D E N A P T Spacious, 
modern, 1 bedroom, separate ent­ 
rance. Stove, refrig., storage rm., 
garage, water, garbage 
Adults 
only. Phone G I 
4-2650 
12 M IN 
T O SA N F R A N C IS C O 
it’s fun to live at the 
MARIN MANOR 
P R IV A T E E N T R A N C E S 
P A T IO S 
H E A T E D P O O L 
N E W 
V IE W 
L U X U R Y G A R D E N A P T S 
2 Bedrooms. $135 
G E elec. kit. w w carpet, drapes 
Lge. closets, acoustical ceilings 
1 block to bus and shopping. 
801 M E A D O W S W E E T D R IV E 
C O R T E M A D E R A 
W A 4-2043 
$95 
D E L U X E 3 lge 
rms., stove", 
refrig., 
laundry. 
5 
mi. 
G O , 
Br. Adults, no pets D U 8-4581. 
B R A N D new l & 2 B e d rm . stove, 
refrig.. drapes, $92.50 - $105. in- 
clud. water Sc garbage. E D 2-2501 
$125 D E L U X E . 2 bedrm", dec. kit., 
drapes, hot, water, inch, etc. 
235 
Bolinas Rd. Fairfax. 
B R A N D N E W I Sc 2 bedrm., units 
Stove, 
refrig., 
drapes, 
carpets. 
Close to schools, shops. Level. 1 
bdrm. $92.50. 2 bdrm., $105. in ­ 
cluding 
water, 
garbage 
You 
just can’t 
beat 
this. 
P IE R C E 
R E A L T Y . G L 3-3540 
F I V E R O O M S , newly renovated 
Center of town, S.A. Apply at 
n i l 4th S t . San Rafael. 
G A R D E N A P T - PO O L 
3 rooms, stove, refrig 
Adults— 
$1*4.50. C A P R I A IT S , 79 W ood­ 
land Ave.. San Rafael. G L 3-5389 
LANAI GARDEN APTS. 
I BDRM.-HEATED POOL 
★ W W Carpets, Draperies. 
★ All-Electric Kitchens. 
★ Colored Baths 
★ Oversized Closets 
★ Heat, Water. Garbage incl. 
★ $96.50 Mo. Adult'- G6 years) 
2555 S ir Francis Drake 
G L 6-4621 
Fairfax 
3 RO O M , wall bed, stove, refrig. 
Sep. bedrm 
$75 
C. R. D eW itt, 
G L 4-4692 
__________ 
$95 AND UP 
1, 2 bedrooms, 
elec. kitchens, 
trans. Adults. 71 Brookdale Ave., 
San Rafat l DU 8-2920 for key; 
M OD. 2 bedrm apt 
stove, refrig.. 
carport $96. Managers. 360 Du- 
Bois. Apt. 2. San Rafael. G L 3-0182. 
S.R. D E L U X E . 3 rm. Clean. Elect 
range, 
refrig. 
washer, 
dryer 
Storage, carport. G L 4-1613 
190 
Park St Only $79.50. 
S P A C IO U S 1 bedrm. apt.' 3 large 
closets. 
Stove, 
refrig., 
utilities 
furn. G ar. Adults. Downtown San 
Rafael. 845 Fifth Ave. 
G R E E N B R A E 
2 bdrms . stove, re- 
frig., 
garage, 
storeroom, 
nr. 
shops, bus. $118.50. G L 6-6258. 
f B E D R O O M , large liv. rm , tile 
kt. Sc bath. Gar., adults. 
1401 
Lincoln Ave , S.R. G L 3-1950. 
SAN R A F A E L - L a r g e 1 bdrm., hv. 
rm., choice residential. W alking 
din 
downtown 
$90 
Agent, G L 
4-6983, eve s., G L 3-5187.__ 
$80 Q U IE T residential area, new, 1 
bedrm. apt 
Elect, kit , laundry 
facil. Valencia St., nr. S R . Hi. 
G L 4-9693 
C O M B IN A T IO N 
living - bedroom. 
Lge. kit. Parking. Adults K ey at 
28 Bayview , S R. or Call G L 3- 
2040 
_______________ 
ON Yacht Harbor, dlx. 1 
bdrm 
Stove, refrig., garage, $85 mo. 
49 C Harbor, S .R G L 3-6863. 
M IL L V A L L E Y : 
2 
bdrm , lower 
flat. Close to stores. Stove A re- 
frig. $95. D U 8-3067. 
___ 
$79 50 
ID E A L 1-2 adults, stove, re­ 
frig., 
carport, 
water, 
storage, 
garb., master T V . G L 3-9064. 
S.R. 1 B E D R M . apt . $65, includes 
water, stove A refrig. C all G L 3- 
7211 btwn 8:30 Sc 5 p.m. 
F A IR F A X , 3 rm. apt. Stove, re­ 
frig. 
Nice 
level 
yd. 
Close 
in. 
$67.50 Jam es R. Orendorff, R e a l­ 
tor G L 3-2597. 
_____________ 
S W IM E V E R Y D A Y AT 
Leafwood Terrace. Novato’s fin­ 
est 1 & 2 bdrm Apts $92 50 up 
Children O K 
T W 2-6020 
Eve 
T U 3-6348 
HILLVIEW APTS. 


$99 
2 
B D R M S . swimming pool, 
new. Stove, oven, range, disposal 
and refrig Sc drapes incl 
Also 1 bedroom, $89. 
! P IE R C E R E A L T Y 
G L 3-3540 
S R., $80 
l 
Bdrm , garden 
apt , 
writer, garb 
Incl, Washing and 
storage facilitie- 
E i.* v commute 
M A R IE R IV E R S , (»1 
4-9713 
NEW DELUXE POOL 
3 Spacious rooms, tile bath, elec­ 
tric kitchen, tentral heat 
C h il­ 
dren O K $79 50 and also others 
| 
$77.50 
Ph 
G L 3 0954 
I 5 R M J r Near hi-school, 215 Belle 
j 
Ave , stove, 10 yr 
old. Adult«* 
$100, owner on prrm Friday and 
Saturday 
AT 2-1794 
1 I A N I) 2 bedrm. apts, heated pool. 
il l utilities included, $95 up Az- 
j 
tec Motel. 1563 Lincoln A ve. San 
Rafael G L 4-8991 or G L ,3-4194 
D E L U X E 
2 Bedroom at $130 
1 
Bedroom 
from 
$94 50 
to 
$t<)5 
Adults 
No pet 
Prole Monallv 
decorated, heavy wool carpeting 
and cushni drapeue 
Heated 
pool. Tree shaded BBQ 
ROBI N 
H O O D M A N O R , 2505 Sir Francis 
Drake Blvd . Fairfax. 
G L 4-0392 
or G L 4-0397. 
$78.50 L O W E R . 1 bdrm apt .stove, 
refrig., laund. far. 5 level blocks 
to Miu v .> 
Adults 
1315 Clinton 
St , Apt 4. S R 
G I . 3-5085. 
Bon Air Apis. 


A Sm art Address in Beautiful 
GREENBRAE 
One of the largest heated apt 
pools in Calif 
Enclosed garages, 
mam 
other exclusive features 
1 bdrm. incl. gas, util. 
$120 
1 bdrm. starting at 
$110 
2 bdrm. apt 
$125 
M A N A G E R S 
488 Corte Madera 
G L 3-8012 
14 El Portal 
G L 4-4313 
$68 50 
U T IL , pd 
Clean, small 2 
bedrm. Stove A refrig. Child O K 
F a ir f’x O w n’r NOrm andv 9-1002 
N O VA TO , 2 bedrm., stove, garb, 
water, carport. 
2 sin 
children 
O K No dogs. $80 T W 2-286H 
G R E E N B R A E . Modern. 2 bedrm.* 
Pool 
Children O K. $125 a mo 
G L 6-5979 


92— Duplex For Rent 
(Furnished) 


IN the hills of Fairfax 
6 room, 
partially 
furnished 
$135 
mo 
Owner pays gas, elect. Sc wntei 
Phone G L 4-2149. 
$85. S R ., Attractive 3 rm s. well 
kept. Desirable location. ’IV ant 
G a r G L 6-1369. 
SAN R A F A K L , 5 1111 duplex, nicely 
furn. Close to ston s <N bus. Nlec 
naborhd. Adults only G L 3-7903 


93— Duplex For Rent 
____________(IJ-nlurnlshetl)___________ 


2 B E D R O O M upper dulex, 1 block 
from downtown Fairfax. W ater 
included; no pets $95 G L 4-2267 
S R Lovely 3 rm. incl. sU , refrig., 
gar . view,dk . adits.,cl< sets, patio, 
B B Q , elo e-in. $87. 
G L 3-0375 
M IL L V A L L E Y , 2 and 4 rooms, 
stoves only. Older duplex in rear 
Reasonable rent. Quiet, adults 
only, no ]>et,s. 
251 M iller Ave 
$90 M O Roomy 1 bedrm.. separate 
dining room, fireplace, close to 
commute. 
Responsible 
adults 
only. Lease. Beautiful location 
G L 6-J209. 
N O V A T O 
Two, 2 bedrm,, stoves 
In town on 3rd st. Vacant $105. 
Knutte, T W 2-5235, T W 2-9683 
$125. Excellent 
2 bedrm. duplex 
Built-in range, and oven. Fire ­ 
place. 
Attached 
garage. 
Level 
San Anselmo location, nr. Y o ­ 
landa 
school. 
Lease, 
No 
pets. 
Ask 
for 
W IL L IA M T IM M E R . 
Realtor, G L 4-8002 


104— Motel«— Hotel« 


C O U R T SA N R A F A E L . No 
Ban 
Rafael 
Hwv 
101. Clean, 
mod 
unit.' 
Kit., gar 
reax. rates G L 
3-9860. 


105— Wanted To Rent 


P A R T - T IM E employed older wo­ 
man 
wants 
reasonable, 
clean, 
airy, small apartment 
Ground 
floor, or easy steps. Near shop­ 
ping. west of Lincoln, .San R a ­ 
fael. San Anselmo. M ill Valiev 
or Corte Madera-Larkspur. GI> 
6-0215. 
2 B D R M plus apt 
or house. S A 
by respon. mother Ac 2 wrll be­ 
haved srhl children To $100 w 
util. Ref 
G L 4-9872 or G L 3- 
3984 
I ’M 2 years old 
tx>y, Sly moth 
bedroom 
< or 
ground 
level 
with a yard 
can have a 
can play. Mi 


and a very grxxi 
r and I need a 2 
1 
if 
it’s 
large) 
unfurnished 
apt 
or patio where we 
it tie privacy and I 
important of all. 
nay over $90 
know*. 
Cali 
our 
niv 
4-8657 or 


Mommy can’t 
budget, 
you 
mother at work, O L 
G L 4 4888 evening 
L A R G E home, S bedrms, vicinity 
Ban An 'lm o or Redwood High 
Di.st, 
Pay to $200, Reference* 
W rite Box 292, San Anselmo 
D A C H SH U N D , with fam ily of 4 
school-age children and parents 
wans 3-4 bedrm. home. M ill V a l­ 
iev area 
DU 8-5249 
W E have many families looking 
for rentals in Southern M ann 
Please rail Simmons Real F'.state 
DU 8-7686 or G E 5-4591 


1 or 2 
in Ran 
4-5248 
Rafael 
car garage 
Phone 
O L 
R EN T . A later jxesibly an option 
to buy 
Furn. or unfurn house, 
2 bdrms, 
If 
possible, 
with 
lg 
basement or garage for artist', 
work 
San Anselmo, M ill Valley 
or Sausahto Nr bus W rite P O 
Box (¡32, Fairfax 
Y O U N G doctor, wife, and fastid ­ 
ious cat desire unfurn. 2 3 bed­ 
rm house by < >ot 
1 . to $150 Mo 
Ban Rafael, south JO 7-8034 
S U IT A B L E L O C A T IO N for hand 
ot crated auto, laundry, vicinity 
San Rafael. W rite independent- 
Jo u in al. Box 981 
S C H O O L teacher and fam ily do- 
peratelv need 2 bdrm. home, vie 
San Rafael-Ban Anselmo. Pav to 
$115 Phone 1 Vet green 6-7133. 
R O O M 
A 
bn; rd, 
privt 
family 
home 
Retired 
gentleman, San 
Rafael resident for 38 yrs 
G L 
4-0592. 
2 
B E D R O O M 
h o u r 
working couple in 
Reliable G L 4 4095. 
M IL L 
V A L L E Y , 
3 
bedrms 
IQ 
baths F’am llv with 3 disciplined 
children Older house nn f Nood- 


-------- 


107— Summer Rental« 


T A H O E 
Park, 
modern 
cottage, 
sleeps 6, beach, pier privilege.', 
*100 wk 
After 6, WEh* ter 8-248 ) 
M O N T I. R IO 
T W O B E D R O O M S , 
F E N C E D Y A R D . $50 A W E E K 
DU 8-4670 


111— Used Imported and 
Sports Cars for SaldT 
MO A 
56. immaculate 
Radio anrY 
heater and *,afeiy belts. $1,395. 
GT. 3-8783 
'56 ALFA ROMEO 
All 
W hite 
Otulletta 
Roadster, 
with black interior and black top 
New set of tires Radio. A clean 
car and a Rare one 
KAYE IMPORTED CARS 
M arin Auto Circle Alto Y D U 8-6603 
1953 
S U N B E A M 
Talbert, 
good 
shape See at 16 Lauren, Novaro, 
after 5 p m 
S795 
'57 Hillman Convert. 


Snappy economy ¡*>ec.ial 
Marin Dealer Since 1919 
CASTRO' S 


812-818 4th S.R 
G L 3-8488 
59 At s PIN Healev Sp ite. $100 for» 
equity on credit approval. Taka 
anything in trade 
Priv. party, 
W A 4-3557 


57 METROPOLITAN 2 floor“ h a rd ^ 
top, good condition, $900 or near- 
e t offei 
O L 3-0335 aft 6 pm . 
1959 M G A 
R H 
Must sacrifice 
B e t offer 
Call OL 3-7475 or 
T W 2-2392 
>7 At S I IN HEALY. 4 sealer wirf*” 
wheels, and overdrive $1800 OL 
4-7493 


.58 If II LM A N 4-dr sd Owner munt 
sell. Paint, upholstery, motor exc. 
cond. Run less than 20.000 ml. 
Bee at A rt Routes Garage, Saus. 
ED 2-0819 


middle-age 
San Rafael 


110— New Imported and 


Sports Cars for Sale 


POOL 


$1,495 
'59 Hillman Convert. 


Low mileage-save dollars. 
Marin Dealer Since 1919, 
CASTRO' S 


812-81« 4th B.R 
G L 3-8468 
1959 TR-3 Trium ph. Perfect cond. 
$1950. Casa M arin, 1654 2nd «St^ 
Ban Rafael G I 4-0502 
T R A D E $500 equity in I960 Renault 
4(‘V for old car in good shaper 
W A 4-0356. 


120— New Cars for Sale 


GIVE 
YOURSELF 
A BREAK! 


Lease 
: 
A 
Valiant 
, 


4-Door Sedan 


As Low As 


N O W 


N E W 
'61 Volvos 
$65 A MONTH 


Ultra-modern, 
2 
bedrm , 
elec 
kitch., bath <Q Q, firepl,, deck, 
patio Sc drapes. $175 mo. G L 6- 
4752. 
201 SA N R A F A E L AVE. 
2 B D R M S , stove, refrig., garage, 
yard, heat, water. $105. No pets. 
1228 S A Ave , S.A G L 4-7339. 
S P A N IS H C H A R M , sunken living 
room, cathedral ceiling, full din­ 
ing rm , huge sundeck. 2 bedrms. 
Lied bath, best district. G L 3- 
443« 
F A IR F A X 
Mod. attractive 1 bed­ 
rm , .stove, refrig., drapes, carpet«. 
Garage, Ians., patio. G L 4-0210. 
F’A IR F A X — 3 Rms.. stove refrig. 
Laund. facil, near bus. Quiet St. 
67 Maple. $85. D U 8-4349 
F A IR F A X 
2 bdrm.*,., partly furn 
1 child welcome. $95. Incl, util. 
G L 4-7455, G L 3-1686 


$1995 
World Greatest 
Compact Car 
Best Deals — 
All Colors 
Delivery N O W ! 
New and Used 
Redwood Motors 


1826 4th s R. 
G L 3-6292 


A U T H O R IZ E D D E A L E R F O R 
M O - Jag uar - Aurtin-Healv 
Morris - Rilev 
Sprite 
Vespa Motor Scooter 
SWEENEY BRITISH CARS 
•)’> 
RI»’H 
*~T 


111— Used Imported and 


» 
• 
W E PAY 
• 
• 


A L L S E R V IC E M A IN T E N A N C E 


A L L L U B R IC A T IO N 


A L L T A X E S 


T IR E S 


A L L L IC E N S E F E E S 


Y O U R O N L Y C O S T 7S 


G A S O L IN E . O IL 
IN S U R A N C E 


Call Us Today For 
Full Details 


M arin County's Oldest Dealer 


usea imported ana D 
• P 
T 
Sports Cars for Sale JtlOSS^ b a r a l e , J.I1C, 


95— Rooms For Rent 


L A D Y , 
furn. 
sun 
room, 
quiet, 
cheerful, kitch, privileges. 
Nr. 
bus, downtown $32 50 Mo. F/l 2- 
3945 after 8 p.m. before 8:30 a.m. 
D O M IN IC A N . Sep. ground 
floor 
wing in lge. home, w ith bdrm., 
bath Sc priv. ent. G L 6-6810. _ 
S.R 
Clean, sunny room $10 week 
includ. parking and kitchen fa ­ 
cilities. Gentlemen. G L 3-9895. 
S. R 
Lg7rm.s w/Kit. privs. Wash- 
er-drver iaciLs. Parking. B v wk. 
or mo G L 6-4367. 1364 Grand. 
L A R G E , furn. room, private home. 
Kitchen privileges. Prefer lady. 
S.R. G L 4-5868. _______ 
S E P A R A T E entrance, stall shower, 
clean, close in Ban Anselmo, em­ 
ployed only. G L 3-7246. 
N IC E large front room, W orW / 
out light kit. privileges. 418 M is­ 
sion Ave., San Rafael. 
_ 
_ 
M A R IN M O T E L , opp. Terra Linda 
Furnished rooms, bath. B y week 
or Mo., also ap’ts. G L 3-9882. 
S. A. Near shopping Sc transoor. 
Shower. Employed man. $45 Mo 
Cheerful, clean G L 4-4506 
Q U IE T , pleasant. Borne with show­ 
ers. W eekly rates. Free parking 
S A H o te l' G L 3-3532 
_______ 


99— Room And Board 


S A U S A L IT O . 
newly 
redecorated 
Excell, 
cuisine, 
showers, 
new 
beds. Q blk. to bus. F.D 2-9986 
RO O M A N D B O A R D 
O PT' S T R E E T P A R K IN G 
G L 3-9780 


102— Rest Homes 


NOVATO 


$95 AN D U P —S W IM M IN G PO O L 
New 1-2 bdrms. Elect stove, re­ 
frig., water, garbage incl. Close 
to 
everything! 
See 
manageer 
1771 G ran t A w 
or phone G L 
3-6544 or G L 4-4053 
ID E A L L O C A T IO N 
Deluxe, modern, Garden Apts. 3 
spacious rooms, tile baths, ga­ 
rages, 
«storage. 
Convenient 
to 
everything. Large closets, stove, 
refrig., $90. Mgr. Apt. 9, 320 3rd 
6t„ SJR.,—GL 3-7644, 


L O V E L Y 
home 
atmosphere 
for 
aged. Ambulatory', in San Rafael. 
Nurse in chg. Excel, meals, 
G L 
4-6977._ 
__ 
C E N T E R M E D IC A L H O S P ", RN s 
24-hrs. Ambulatory' or bed pts 
Lge. 
patio. 
Spec. Diets. 
Reas 
G L 6-6056._________ 
____ 
R A F A E L 
Convalescent 
Hospital. 
Registered nurse— 24 hours care. 
Special diets. Spacious patio. T V 
Ambulatory $200 up. G L 4-2650 
L A C Y M A N O R Rest Home." 1129 
S. F 
Drake, Kentfield, across 
Ross Gen Hasp. 
Sundeck. 
G L 
3-9962 


104— Motels- Hotels 


R O O M S — Low’ 
prices 
Weeklv 
rates. C A R M E L H O T E L 830 B 
St.. San Rafael 
GL^3-7974 
R O O M S with private bath. Other 
rms. $8 wk. up. Mission In n , 720 
B St., S.R . 
G L 3-9944. 


$795 
'58 Morris 2-Door 


Excellent 2nd 
car. 
Marin Dealer Since 1919 
CASTRO' S 


812-816 4th B R 
G L 3-8468 
’59 A U S T IN H caly S P R IT E . Good 
cond. Never been raced. Radio, 
w hite'w alls, $1,300. G L 3-2997 or 
see at 321 1st St., S R. after 6 
p.m. 
’51 MG 
Most unusual model having near 
new' Studebaker 
6 
cyl. engine 
and overdriva 
KAYE IMPORTED CARS 
M an n Auto Circle Alto Y D U 8-6603 
’55 V W black sedan, excellent con­ 
dition. New brakes, tires, seat 
covers. $795. G L 3-9481. 
V O L K S W A G E N . 
58 
$1175 
Exc 
Cond 
Ph G L 4-2366 or call at 
111 
«Sir 
Francis 
Drake 
Blvd., I 
Kent field. 
1959 Austin Healey, yellow, jump ; 
seat. Must Sell, can finance. 7 
M urray Ave., Larkspur. HO 1- j 
5356.______ 
______________ 
1960 F IA T 
600.” Take over pay- j 
meats. 
$35.80 
mo. 
TW inbrook 
2-6028. 
_ 
A L F A Romeo 
7 coupe. Black. E x ­ 
cell, cond., one owner. 
Never 
raced or wrecked. E D 2-1791 
’58 Karm en G h ia coupe, 1 owner, 
$1,700. 
Excellent 
condition, 
__________G L 4-5885 
_____ 
1957 M G A R O A D S T E R 
Heater, wire wheels, $1180. F ir e ­ 
side 5-7241 after 6 p.m. 
'57 CORVETTE 
Standard transmission. B IG E N ­ 
G IN E . Ail white with red in ter­ 
ior. One of the cleanest we have 
ever had. 
KAYE IMPORTED CARS 
M an n Auto Circle Alto Y D U 8-6603 
’59 A U S T IN H E A L Y S P R IT E ,m u s t 
sacrifice $1,270. Ex. cond , it’s a 
_b e au ty! G L 6-2164 aft. 6 p. m. 
1959 R E N A U L T D A U P H IN E 
E x ­ 
ceptionally good cond. $1100. 
C all W A 4-3475 


1959 TR-3, R /H , O D ., Tug. rack, 
must sell, best offer. G L 6-5671, 
’56 JA G U A R Coupe X K 140— Black 
automatic— new' tires, $1,495 
D U nlap 8-364 "___________ 
’53 
M G . Recent motor overhaul 
end paint job. Asking $900. Can 
be seen at 44 E. Blithedale, M.V. 
’60 V O L K S W A G E N station wagon. 
Vacation or commute special — 
3,000 miles. C all G E 5-0233. 


595 Francisco Location 
626 4th 
Phone G L 4-0532 
D A IL Y T I L 9. 
SU N . T I L 4 P.M . 


JA C K L. HUNT 
Chrysler - Plym outh - Im perial 
S A L E S AND S E R V IC E 
1714 4th St 
O L 3-1611 


121— Used Cars For Sale 


’59 C A D IL L A C Coupe 
De 
Vllle. 
Beautiful 
Low' mileage 
Sacri- 
fice $4295 T U 3-4330 after 5 pm . 
1952 P O N T IA C , radio, heater. Good 
condition. $250. Phone DUnlafT 
8-4181. 
_ ________ 
1950 Chevrolet 4 dr. Sedan. Heate** 
Clean, good tires, low mileage. 
wnei $225. Ph. G L 4-7825. 
’38 Plym outh coupe $25 
116 The 
Alameda, .San Anselmo. Ph. G L 
4-2172. 
______________ 
’59 Chevrolet Im pala 2 Dr. Like 
new- M any extras. Consider old­ 
er car. G L 6-1825. Priv. party. 
C A D IL L A C '47 Classic white conv. 
A-l condition. Private partv $300 
T W 2-5883 
___________ 
JE F P . ’47 M ilitary, 4 wheel drive, 
metal cab. Tow bar. good condi­ 
tion. $f;00. D U 8-2306. 
'57 C H E V R O L E T 9 navs. Station 
Wagon. M any extras. Exell. cond. 
$1465 HO 1-5681- __ __ 
______ 
’58 C A D IL L A C coupe DeVille, 18,- 
000 
original 
miles. 
Like 
new. 
Must sell G L 4-2954._______ 
’56 O L D S Sta 
Wag., 4-dr, clean 
good condition. R H. 108 Ross 
Ave . No 1 S A. G L 6-2508 — BesL 
Offer, 
•51 P L Y M O U T H 
Radio, heater . . . 


MARIN'TRIUMPH 
365 Francisco S.R 
G I 3-1262 _ 


1953 Dodge 6. 4-dr . must .sell -$250. 
Phone G L 4-6906. _______ 


‘51 Plym outh. 2 dr w ith radio & 
heater. Asking $110 D U 8-3005. 
'56 Ram bler, 4 door station wagon, 
20,000 miles hydram atic. heater. 
$975. G L 4-3329._________________ 


’57 Ford Ranch W'agon, like new«, 
Pri. owner $1,050. G L 4-7715.__ 
1953 Ford Victoria hardtop, low* 
ered. new' paint Sc clutch, good 
tires. G L 3 - 9 3 7 6 ._______ 
’52 C H R Y S L E R 4-dr. sed. R E A L 
C L E A N ! Runs like new! $16 dn., 
$19.03 mo .o n / AC. dir. T W 2-2761. 
1951 M ercury w ith Cadillac en­ 
gine. es is". $300. after 6 p.m., 
GL, 3-0285. 
’55 P L Y 4 D R V-8 
Stick shift. Radio, heater. 
$595 
MARIN TRIUMPH 
805 Francisco B it, GL 3-1362 


24 
SnhrpfnilrnHmirnal. Friday, August 19, I960 121_Used Cor$ For Sole 121 


121— Used Cars For Sale 121— Used Cars For Sale ~ 
•Used Cars For Sale 


BIANCO 


MOTORS 


CLOSE OUT 


SEVEN 
CHOICE 
ONES 


O F 
1960 Cadillacs 


AND 
1960 Ponliacs 


Huge Selection in 
Stock Over 60 to 
Choose From 


PLUS 
Giant Trade Ins 


PLUS 
Low Down Payments 


PLUS 
Lowest Interest Rates 


PLUS 
Terrific Savings 


• BIANCO'S 


Select Used Cars 


'59 Cad. Hardtop Cpe. 


$4470 
Radio, heater. Hydramitic, jxnv - 
er steering, power brakes, etc 
N EW CAR condition and . 
$300 Below Blue Book 


'59 Ply. 4-Dr. 6-Cyl. 


$1595 
New <ai condition mechanically 
PERFEC T. Radio, heater, stand 
transmission. 


'58 MG A Rdstr. 
$1595 
Just perfect in every way. 


At 


Scripture Oldsmobile 


60 Olds Convert. 
$3795 
$1,000 savings on this Super 88 
beauty in Garnet Mist with a 
vlute top, fully equipped with 
Olds factory options including 
power sloping and brakes. Hv- 
dramatic, elec t seat, signal seek­ 
ing radio, heater, white wall tire-, 
e?eye glaas and 
deluxe 
wheel 
disc* 12 months 100'. mechani­ 
cal warranty 


Scripture Oldsmobile 


$3295 


READY? 


So Are These! 


SO WHY W AIT? 


56 Buick Convert. 
Ail power equipped $250 down 


'59 Pont. Bonneville 
Convert E V E R Y T H IN G 
BU T 
E V E R Y T H IN G ! $450 down 


'59 Pontiac Cat. HT Cp. 
Power steering 
$400 down 


'56 Pontiac Conv. 
AH Power $250 down 


'55 Chev. Belair Sed. 
Standard trans 6 Real economy 
$200 down 


'56 


ALWAYS 


CHECK 


Price, Quality 


See These First 


Holiday 
popular "8 
60 Olds 
The very popular "8" Holiday 
sports ¡sedan with Hydra, power 
steering 
power 
brakes, 
radio, 
heater, •white wall tires 
tinted 
glass and a stunning custom in­ 
terior. Less than 5.000 miles and 
of course fully guaranteed. 


Scripture Oldsmobile 


'56 Pont. Starchief, 
Excellent 
$250 down. 


'55 Buick Hdtp. 
Sparkling. $200 down. 


Cpe. 


47 Chev. 
Clem and 


★ 


210 V-8 Sed. 
neat. $250 down. 
ir 
★ 


'59 Ford T-bird 
What a jewel this 2 dr 
riram m i’ all whnr 
with brand new nylon white wall 
tires Cruisomatic, power steer­ 
ing power windows, radio, heat­ 
er and many othe r Thunderbird 
features. 100' 
mechanical war­ 
ranty'for one full year 


Scripture Oldsmobile 


'58 Chevrolet V-8 
$2095 
Immaculate 4 dr sedan in the 
popular Belair series with power 
glide power steering, radio, heat­ 
er. and brand new tires Stun­ 
ning tutone silver and whiter A 
solid family ear in every way 
and backed bv our one year 100'. 
mechanical warranty 


$3795 '60 Pont. Hardtop Cpe , 
hauitcrp 
. . . 
. 
T • 
s+Ht+r Tn - p o wer, 
heavy duty tra n s m is - 
Less 
than 
1000 
Unregistered. 


55 Ford St. W g. 9 Pass. 
Overdrive, radio, heater. 
Full Price $525 
sion. 
miles. 


cripture Oldsmobile 


'59 Ford Pickup 
d cond. 


$1295 


'58 Olds 98 Holiday $2595 
The top quality model m the 
Olds line 
Immaculate' in every 
way this Holiday 2 dr. hardtop 
is fully equipped with power ac­ 
cessories and of course. Hvrira- 
matic, radio, heater, white wall 
tire.'. and 
Fv.eye glass. If vou 
appreciate the quality comfort 
and performance of a big car 
. . . be sure to see this one. 


Scripture Oldsmobile 


‘8’ — excel cond 
Low mileavr 
Radio. 


BIANCO 
MOTORS 


4th and E Sts. 
San Rafael 


GL 4-2152 


M A R IN S VO LU M E D EA LER 


SA LES A: S E R V IC E 


PO NTI ACS — C A D ILLA C S 


GM C T R U C K S — Y A U X H A LL 


O PEN E Y E S AND SU N D A YS 


k>l Ford FairUne 500 
all black 
W W 
R H 
$1300 
Call G L 4 
^ 2424 after 6 p.m 


S-R U SED C A RS 
1533 4th St. S R . Open Eves-Sun 
'52 Chev. 2 dr. 
«295 
’51 Chev. Hardtop 
$295 
'51 Chev 4 dr. 
$245 
*50 Chev. 4 dr. <two> .... 
$225 
*50 Chev Hardtop 
.. $165 
*50 Chev Club Cpe 
$165 
*50 Chev Stat. Wag. 
$245 
’48 Chev 4 dr 
$89 
’53 Ford 6-4 dr...................... $279 
'52 Ford 6-4 dr. 
$179 
’52 Plymouth 4 dr. 
$195 
’53 Pontiac 4 dr 
$195 
• ’51 Nash 2 dr O D 
$89 
’53 Ford V-8 Convert. Like new. 
’55 Chev. Belair 4_ d r_ V -8 
*60 PLY. Savoy 4-dr., 6 cyi 
stri 
shift, 20 mpg, R H: $50” equity, 
assume mo pvmts T W 2-6558 
~ FR A N C ISC O SALES 
Cars— Boats— Scooters 
*59 Caci. Conv. Rl. sharp . 
$4595 
*.?9 Cad, 4 Dr Like new 
$4195 
’5« Chev. Hdtp Sharp ______ $1695 
’56 Ply. V-8 4-Dr. Stick 
$ 695 
*55 Dodge Sta. W e runs perf $ 395 
*55 Fora Conv Fordo 
$ 795 
*5o Merc Ml. Clr Mech spec $ 495 
55 G M C Suburb S.W. 
$ 450 
14 Ft. Runabout. 40 hp Merc. $ 795 
*59 Austin Healey Sprite - 
$1393 
*60 Vespa Grand Sport.. 
$ 350 
Per Month 
*59 Ply St Wap 6 cvL ........$65.00 
*55 Ford 2 Dr Fordo.............$28 90 
*53 Chev BelAir 2 Dr P .G 
$22.40 
’51 Rambler Hdtp. New mtr. $21.50 
*53 Ford Pickup. new paint . $23.80 
*53 Ford Sta. Wag 
......... $16 80 
*54 Stude Clb. Cp. Sharp 
$25.40 
$10 Down Delivers 
637 F rancisco Blvd GL 4-0337 
%5 FO RD Stick. Custom “ 8” 4-dr I 
Heater 
Excel, condì* ion 
$595 
^ Private party. 
DU 8-7495 
“ SPEC IA L— '55 FORD 
Convertible vary good condition 
F or inform call G L 3-7211 
*&8 PLYM O UTH . 2 dr . 6‘cylinder, 
.stick shift. Verv clean. Good con­ 
dii. Radio, heater. $1000. Days 1 
GArfield 1-4543; eves., call GE- 
^ neva 5-4460 


’55 PO N TIA C ST A R C H IE F 


Catalina 
hardtop 
coupe 
with auto., R H. W W ’s. 
Immaculate 
No down on 
approval of credit. Pav- 
ments 
only 
$47.12 
mo. 
Dealer. TW 2-5810. 
'49 CHEV. CLUB C O U PE 
R H 
$100. T W 2-2641 
%1 Ford Victoria hydromatic7 ex­ 
cellent condition, $250 
See at 
2-B Sequoia Rd., Fairfax. 
*57 PONT. CONVERTIBLE 
Flamingo with matching Vinyl 
interior. New 
set of Premium 
tires. New white nylon top. Pow­ 
er steering and auto shift. A 
beautifully kept car which is 
unconditionally 
guaranteed for 
one year. 


k a y e im p o r t e d c a r s 
M ann Auto C ircle Alto Y DU 8-6603 
*55 CH EV 
4-dr. sedan, standard 
shift. Fun of pep. Asking $585. 
G E 5-0537. 
_ 
B U IC K Century hardtop, m a­ 
roon, white standard transmis- i 
tfion. $750. G E 5-4837. 
* 


'58 Olds 88 Holiday $2195 
Holiday 2 dr. hardtop in an at­ 
tractive blue and white tutone 
tinisti Power steering and brakes 
for driving safety plus Hydra , 
radio, 
heater 
and 
white 
wall 
tires 
Our one year 100' 
me­ 
chanical warranty is included at 812-816 4th S.R 
this low price. 


H O T -H O T -H O T 
S200 DOWN 


★ 
★ 
★ 


I Year W arranty on 
All Late Models 
deBEAUBIEN 


PONTIAC CO. 


MILL VAI J.EY 


Open Sunday 
$1,895 


'57 Buick Wagon 


Caballero-all extras sharp. 
Marin Dealer Since 1919 
CASTRO'S 


'53 Buick Spec. 4-dr. 
Standard, Radio, heater. 
$395 full price 


'53 Ramboe Hdtp. 2-dr. 
Standard shift, radio, heater. 


$395 full price 
Low Down Payments 
Liberal Financing 


LARRY BRINK 


433 Miller, Mill Valley 


DU 8-4948 
DU 8-3201 


O PEN EVES. 


AND SUNDAYS 


All 
Above 
Cars on 
Credit 
Approval of 


G L 3-8468 


Scripture Oldsmobile Everyone Wants 


A Better Car... 


’57 Olds Super 88 
$1695 
Beautiful 1 owner 4 dr. hardtop 
in excellent condition. Facton 
equipped 
with 
power steering 
power 
brakes, 
radio, 
heater. 
Hydra, 
and 
white 
wall 
tires 
Stunning dove grey finish with 
grey and white nylon and leathc; 
interior. 


Scripture Oldsmobile 


10% d o w n p a y m e n t 


o n a p p r o v e d c r e d it 


PLUS TAX AND LICENSE 
SCRIPTURE 
OLDSM0BH E 


740 Francisco, GL 3-2474 
Open Eves. — Open Sun. 


'59 FORD CONVERTIBLE 


Power steering. Fordomatic. and 
fully equipped 
in 
every 
wav 
7.500 miles 
KAYE IMPORTED C A RS 
Marin Auto Circle Alto Y D r 8-B603 


CONVERTIBLE 


'59 Pontiac Bonneville 


Beautiful gleaming red with a 


white top. Bucket seats. Auto­ 


matic, 
power 
steering. 
Power 


brakes. 
Auto, 
windows. Radio, 


heater. This car is immaculate 


If you want a convert. . . . this 
is for YOU. 


Larry Brink Motors 


Check Our 
Selection 


56 Pont. 4-Dr. 
A car you can be sure of, 
pletely overhauled by u.x. 


57 Ford 2-dr. Sed. 
A real sharp, clean 6 cyl 
omy car. 


com- 


econ- 


’55 Dodge Spt. Cpe. 
A real honey that, your son can 
afford. 


'57 Ford 2-dr. Sta. W ag. 
I/oaded with extras for your con­ 
venience. 


'56 Chev. 4-dr. Sed. 
A real one that won't last long 


'5 I Pontiac 4-dr. 
A real fine car for your family 
transportation. 


'57 Merc. Spt. Cpe. 
A real prestige car for a sen­ 
sible price. 


52 Nash 2-dr. Sta. W ag. 
Just 
right 
for 
the 
wife with 
young ones. 


DeLONG 


CHEVROLET 


W E L E F T T H IS SPA C E BLA N K 


SO TH A T YOU COULD W R IT E 


Y O U R OW N S P E C IA L D EA L 


ON ANY ONE O F O UR F IN E R 


C LEA N ER. 
F R E S H E R 
U SED 


CARS. 


OPEN EVES. AND SU N D AYS 


P A C I F I C 
Auto 
Sales 


Home of the New Car Guarantee" 
423 Francisco, S.R. 
G L 4-4424 


S895 


'56 Ford Coupe 


It ’s an eight-straight stick. 
Marin Dealer Since 1919 
CASTRO'S 


121— U f d Cars For Sala 121— Used Cars For Sale 


Merc. Hdtp. 
Automatic, radio, heatpr. 
$995 
$295 Down 


56 Ford Hdtp. Vlct. 
V8. Automatic, radio, heater. 
$995 
$275 Down 


57 Merc. Hdtp. 
Automatic, power steering and 
brakes, radio, heater. 
$1345 
$295 Down 


59 Borgward 
Stand, shift, radio, heater. 
$1195 
$220 Down 


'55 Ply. Stat. W ag. 6 
Automatic, radio, heater. 
$525 
$125 Down 


A M E S 
F O R D 
Sixth 


Anniversary 


Sale 


OUR GIFT TO YOU! 


121— Used Cars For Saie 121— Used Cars For Salt 


Frank E. 
REDWOOD 


See 


Hawkins 
MO T O R S 


of 


No 


No 


Interest 


Financing Charges! 


On Any Used Car Contract for 1 Year 


. . . WE MEAN BUSINESS 


No Interest, Financing 


Sensible Prices 


A-l Guaranteed 


Complete Service Facilities 


Tremendous Stock 


Jusi a Few Examples for You To Choose From 


'59 Chev. Impala Sport Coupe 


PO W E R PA C K ED V-8 engine, 4-speed stick transmission 
and as you know one of the smoothest looking cars on the 
road today! This one is in gleaming black with red and 
black interior. Has radio, heater of course. 


'57 Ford '500' Town Victoria 


It ’s a knockout for looks and has all the power you could 
want, including power steering, radio, heater. Gold and 
white with matching interior. 


'58 Plymouth 4-Door Hardiop 


Automatic, V-8 engine 
Radio, heater and power steering 
Here's driving at its best and best looks too . . . Ivory 
and grey. 


'57 Chevrolet Bel Air V-8 
Auto..radio, heater. Modern brown and white—refreshing 
to see Has matching interior . . . 


'58 Ford 4-Door Station Wagon 
In this, you’re headed for happy driving w ith V-8 engine, 
power steering, radio, heater and a brilliant blue and white 
finish. 


58 Chev. Biscayne 4-Dr. Town Sedan 
V-8 with auto., radio, heater . . . Top notch condition ready 
to roll. Beige with matching interior. 


55 Chevrolet Coupe 
V-8 with auto., radio, heater. Here’s one for the money— 
we’ll show—you’ll go! Green with matching interior. 


Our '61 Volvo Display 
Sports Cars Showing 
At The 


Moniecito Shopping Center 
Third and Grand, San Rafael 
Saiurday and Sunday, August 20 and 21 
‘60 Merc. Mont. Convert. 
'55 Olds Starfire Conv. 
Radio, heater. Auto, trails. Power 
steering, 
brakes, 
white 
walls. 
Driven onlv 12.00 miles. 
$2995 
'59 Chev. 6 4-dr. 
Radio, lie;.ter. white walls, stand 
trans. Low 
nvleaae. Like new. 
$1695 
'58 Olds 88 HT 2-dr. 
Radio, heater, auto., power steer­ 
ing 
power brake', white walls. 
IM M A C U LA T E TH R U O U T 
$2295 
'59 T-BIrd 
Radio, heater, auto F U L L PO W ­ 
ER 
S P O T L E S S 
Driven 
only 
7000 miles. 
$3595 
’59 Rambler Dlx. 4-dr. 
Radio. heater; stand, trans 
A 
S T E A L 
$1495 
'58 Chev. Impala 2-dr. 
HT. 
Radio, heater, auto., power 
steering and brakes. White walls. 
Few of this tvne on the market! 
$1995 
'59 Ford Fairlane 2-dr. 
Radio, heater, auto., white walls 
and tutone finish. 
Purrs like a 
Tom Cat in a dairy. 
$1995 
'56 Stude. Pres. 8 4-dr. 
Radio, heater, auto, power st., 
power brakes, white walls. FA R 
above avera°e 
$995 
'57 Olds 88 2-dr. 
Radio, heater, auto, uower steer­ 
ing. white walls. 
R U N S AND 
LO O K S L IK E N T'W 
$1395 
55 Buick Spec. Conv. 
Radio, heater, auto, power St., 
power 
brakes, 
w h i t e 
walls 
O R IG IN A L AND SP O T LE SS 


Radio, heater, auto. F U L L P O W ­ 
ER. Enjov driving this beauty. 
$1095 


’57 Chev. Belair 2-dr. HT 
Radio, heater, auto, trans.. Tu­ 
tone blue and white. 
Hurry on 
this one. 
$1395 


’57 Chev. 6 210 2-dr. 
Radio, heater, stand, trans. Tu­ 
tone. 
A real nice car and eco­ 
nomical to run 
$1 195 


'56 Metro Hardtop 
R H. Tutone finish. 
Economy 
deluxe. 
$7%. 
'59 M G A Roadster 
Radio, heater. Tip-top condition. 
$1995 


57 Austin Healey Rdstr. 
Radio, 
heater. 
O V E R D R IV E. 
White wheels and tonneau. A-l 
thruoiil 
$1995 


56 Austin Healey Rdstr. 
Wire wheels, tonneau. 
Heater. 
New silver |>amt 
Best looking 
sports job in the countv. 
$1495 


58 Volvo 2-dr. 
Radio, 
heater, 
w h i t e 
walls. 
F U L L Y R EC O N D IT IO N ED . 
$1295 


56 Dodge Coronet 4-dr. 
Radio, heater, auto., white walls. 
Very attractive and in top cond. 
$795 
Many I nexpensive Cars 
to Choose From 
Come in Now 
Make Offer 
They G otta' Go! 
$995 
W H A T KIND OF A USED CAR 
ARE YOU LO O K IN G FOR 


M A K E ..................................... Y E A R ........... M O D EL 
T R A N S ....................................................... R A D IO ...... 
H E A T E R ............................... P O W E R S T E E R IN G .... 
P O W E R B R A K E S ......................................... 
N A M E .................................................................. 
A D D R E SS ................................................................. 
C A LL: 
A.M. 
P.M .............. PH O N E 
REDWOOD 
Frank E. 
M O TO R S 
Hawkins 


GL 3-2692 
I 826 Fourth St. 
San Rafael 
Open Evenings 'Til 9 P.M. 
Saturdays 'Til 6 p.m. 
Sundays 'Ti 
p.m. 


'55 Olds. '98' Holiday Coupe 
Take them out to the ball game in this 


121— Used Cars For Safe 


with matching interior, 
auto., radio, heater. 


tutone green 
Power steering, power brakes. 


'59 Ford Ranch Wagon 
Consider this classy Ford for vacation time 
. . Economy 
6 engine. Radio, heater . . . Blue with matching interior. 


'54 Chevrolet Bel Air Hardtop 
Auto, radio, heater . . . and lots of the old fight left in 
this one . . . Come in and see this turquoise and white gem 
with matching interior. 


'59 Ford Custom '300' Town Sedan 
Stand, shift. Economy 6-cyl. engine. AND F U L L V IN Y L 
IN T E R IO R in beige. Ideal economy car for the family. 


'59 MG Roadsier 
Red with black top. Wire wheels, full leather interior. 
AND all you could ask for in a sports car . . . 


'55 Ford Victoria 
Hardtop coupe-straight stick. 
Marin Dealer Since 1919 
CASTRO'S 


812-816 4th S R . 
G L 3-8468 


122— Trucks 


A 
M 
E 
S 


3rd & Irwin Si. 


Open Eves 


F O R D 


GL 3-4220 


Open Sunday 


812-816 4th S.R 
G L 3-8468 


'55 BUICKS 
550 FR A N C ISC O BLVD. 


g l 3-7353, s a n r a f a e l Roadmasler. . . . $795 


O PEN N IG H T S AND SU N D A YS 


433 Miller, 


DU 8-3201 
M ill Valley 


DU 8-4948 


'59 STUDE LARK 
« cvl. 2 dr. sedan. R E A L dean 
Bank Ternv 
Radio. Heater. 
$1595 


M A R IN TRIU M PH 
365 Francisco S.R. G L 3-1262 
T E A C H E R ’S PET : Outstanding ’49 
Plymouth Dlx 2 Dr Repainted, 
new 
brakes. Excl. Tires. Best 
Offer. W A 4-3558. 
’59 Mere. Monterey Corn. Power 
Strn., bi*.. A. T R H. Verv dean. 
12.000 orig. miles 
excel 
cond 
Priv. party, must sell. $2300 Eves 
G L 6-3054 
G L 4-8137 
'57 Plymouth V-8 


Raciio heater, auto, trans Two 
to choose from, one 4-dr., 1 2-dr 
$1095 
San Rafael Sales 
513 Franusco 
G L 6-0482 
Open Eves and Sundays 
’53 DE SOTO. 4 dr. Firedome V-8. 
Pwr. 
Sir. 
New 
tires, 
brakes 
Priced for quick Rale G L 6-6681. 
5-10 P M . 


’55 M ERC URY HARDTOP 
Blue 
and 
white. 
M ER C U R Y 
M O N TC LAIR 
Fully 
equipped 
First class condition inside and 
out. Shows hardlv any wear. 
$290 Dn. $36 Month 


KAYE IMPORTED C A R S 
Marin Auto Circle Alt«' Y DU 8-6602 
of- G A L A X IE 4-Cïr., auto, trans 
R H Bronze W white top, w w’s 
Excellent condition. No equity 
Take over pvmts T W 2-2952. 
STANDARD SHIFT 
’57 Ford 2 Dr. Sta Wag. 27.000 M 
’56 Ford Custumlme 4 dr.. O D. 
’54 Ford Crestline 4 dr., O D. 
All these cars have R.dio. Heat­ 
er and are in decidedly better- 
than-average condition. 
KAYE IMPORTED C A RS 
Marin Auto Circle Alto Y D U 8-6603 
'56 Olds '88' 
Radio heater, auto, trans and 
white walls. 
San Rafael Sales 
$1045 
513 Francisco 
G L 6-0482 
Open Eves, and Sundays 
1950 O LD SM O BILE. front lowered 
R 
H., engine good, clean. Ex­ 
cellent transportation, $75. 
G L 
3-8501. 


If you want luxury at a low- 
price — then this is it. Spacious 
4-dr. Sedan 
that we took 
in 
from the original owner. 52.000 
actual miles. 
Power 
steering, 
power 
brakes, 
power 
up-down 
seat 
Custom interior looks as 
good 
as 
the 
day 
it 
left our 
showroom in ’55. 


Special 
$595 
A real clean little club coupe 
with dynaflow, heater, ww tires 
and many extras. Turned in by 
original owner from Greenbrae 
Clean as a whistle inside and 
out. Years of service left in this 
little car. 


Sienslrom Buick Co. 
502 FR A N C ISC O BLVD. 


s a n r a f a e l , c a l i f . 


“Marin Buick Distributor” 


’53 FO RD sedan. Outstanding en­ 
gine 
and 
body. 
$295. 
Phone 
G E 5-0605. 
$3,645 


'58 Cad. Sed. DeVille 


14.400 miles-stunning coral. 
Marin Dealer Since 1919 
CASTRO'S 


121— Used Cars For Sale 121— Used Cars For Sale 


1949 B U IC K 
Super Gd. trans. Reasonable. 
G L 6-6191 
1955 
PO N TIA C ‘•Safari’’ station 
wagon, full power. Under Blue 
Book price. G L 3-3633 aft. 6 pm 
49 PO N TIA C coupe, good second 
car, runs good. $110 or offer. DU 
8-4908 anytime. 
1953 CAD ILLAC , Fleetwood, beaut, 
orig. cond., all power accessories, 
$875._ Call DU 8-5413, 
’49 M ERC . 4-dr New paint, R H. 
Rebuilt eng. w w, excel, cond., 
$200 or best offer. 
G L 4-1746 


1951 2-DR. FORD 
Good motor. $50. W A 4-3135 
O LD S 1950 88 Convertible, rebuilt 
engine. 
$150. 
T W 2-6545 


$1,095 


'57 Dodge 1 Pickup 


8 eyls. — 4 speed. 
Marin Dealer Since 1919 
CASTRO'S 


812-816 4th S.R. 
G L 3-8468 
'57 Ford Rancherò 
Black and white with V-8 and 
overdrive. 
DeLong Chevrolet 
550 FR A N C ISC O , S.R. 
_________GL 3-7353___________ 
D U M P truck, 1951 GMC, 5 yds., 
8.25 rubber. 2 speed Eaton. Good 
condition. $950. G L 4-1225. 8 a.m. 
to 5 p.m._________ ___ 
J E E P ’53 l2 ton pickup, 4 wh!di\. 
fully equipped, exc. tnruout. $985. 
D U 8-2191. 
_ 
57 FO R D V-8 Pick-up. % ton. 
Sportsliner top. excellent con­ 
dition, $995. W A 4-2527 aft. 7 
p . m 
. __________________________ 
'54 Chev. I T pickup 
in V E R Y GOOD condition Inside 
and out. Only 40,000 mi. This 
utility pickup is a real bargain 
for only . , . 
$795 


125— Cars Wanted 


Would Like to Buy 
A N Y USED RAMBLER 
’54 and up. W ill pav up to $200 
over Blue Book. 
DEXTER RAMBLER 
4th & H. S .R.___________G L 6-3432 
TOP $$$ 


For Clean Late Models 
Used Cars 
F R A N K E. H A W K IN S 
R ED W O O D M O TO RS 
1826 4th St.. S R ,_______G L 3-6292 
T O P Cash $ $ $ for your car paid 
for or not. S C R IP T U R E OLDS. 
740 Francisco, S.R. 


'59 Siude Lark 
2 Door coupe with radio, heater, 
auto, trans 
$1445 
San Rafael Sales 
513 Francisco 
G L 6-0482 
Open Eves, and Sundays 


R E P O S S E S S IO N S !! 


5 
very good 
transporta­ 
tion cars. Nice selection, 
may be purchased by tak­ 
ing over payments on ap­ 
proval 
of credit. Dealer. 
Phone T W 2-5810 


’39 


812-816 4th S.R. 
G L 3-8468 


Ford Coupe, Merc. eng. New 
tires. $125. 
S K 2-8629 after 6 pm 
’48 FO R D 2 Dr. sed Radio heater, 
good running cond. $70. 
G L 4-5713 after 6:30 


'59 Ford Galaxie Conv. 
V-8. fully equipped with radio, 
heater, auto, trans., power steer­ 
ing, white walls, etc. Beautiful 
blue and white with matching 
interior. 
$2295 
San Rafael Sales 
513 Francisco 
G L 6-0482 
Open Eves, and Sundays____ 


’59 CAD. 4 dr.. near. new'. $200 dn. 
if credit O K. Take anything in 
trade. Priv. party. G L 4-0332. 


FO R D ’57 conv.. T-Bird eng. Fordo 
power 
steering, 
R H. 
W W. 
white green, 
clean sharp. 
$100 
and take over p.vmts. DU^ 8'2839. 
PO N TIA C 
’50. TW O-DOOR 
SEDAN. $75. 
__________ G E 5-3394___ ____ 
1954 FO R D 2 dr.. good white walks, 
radio, heater, $225. 
Call 
G L 3-3296 
1957 F O R I) 2 dr. V-8. Clean. Orig 
inai Thunderbird factory power 
pack $785. 
W A 4-4925. 
1960 D O D GE Dart Sta. Wag V-8 
" 
Torque flite, R H. power steer- 125— Cars Wanted 
ing, 
power 
tail 
gate 
window. 
Power door locks. 
Vinyl 
up­ 
holstery, 
tinted 
glass, 
clock 
White walls $400 equity, balance 
5% loan. 
DUnlajp 8-0483J ____ 
’52 
FORD, 
radio, 
heater, 
auto, 
trans., good tires, $200. 
Phone 
HO 1-5651 or_WA 4-4118 
'51 C A D ILLA C , 4 dr., Model 62, 
clean, $450. 
Phone G L 4-6268 
FO RD . '56 custom, 4 dr. sedan. V-8, 
standard shift, R H. and other 
extras. Tires motor and paint in 
good cond. Clean $625. G L 3-8082 


128— Auto Repair; Parts 


T IR E S . 6—700x20, 10 ply, mounted 
on Ford wheels, $25 each. Good 
condition. TWJ2-2190. 
5 
X 12-FT. Ford chassis, stake 
body., 
4 wheel trailer, .spare, 
hitch. $200. Also large tarpaulin 
$40. 
T E R R A LIN D A V A L L E Y . 
G L 4-9620. 
3 TW O B A R R E L 97 for 49-54 Olds! 
Intake manifold, fuel block, & 
linkage Best offer. G L 3-8345. 


130— Trailers 


L. C. Fellon Co. 
VOLKSWAGEN 


601 Francisco Blvd. 
G L 6-051 I 
DODGE ’59 pickup. V-ton. V-8, 
long 
box 
w eamoer. 
Barden 
bumper. R H; 
17 000 mi. used 
onlv for 2nd car. Priv. Dty. T W 
2-5316 
1952 DODGF PIC K -U P 
$350 
GL 6-6565 after 5 


M O B IL E H O M ES- 
T R A V E L H O M ES 
Storage, Parts and Insurance 
Robinson Trailer Sales, Inc. 
2078 101 Hi way. So. San Rafael, 
turn at Lucky D riv e .___ 
1959 16’ Trot wood Trailer, daven­ 
port bed. sleeps five. elec. brakes, 
gas & eiec. lights, gas 3 burner 
stove w oven Floor heater & re- 
frig. G L 6-0106.__ 
’59 
FLE E T W O O D ." 40’x80\ 
Two 
bedrm. 
Center kitchen. 
Space 
No. 24. HO 1-5199._____________ 
15-FT. house trailer, sleeps 4, fully 
equipped 
w gas, 
elec., 
water, 
stove, ice box. T W 2-3077. 
’59 M ELO D Y Home house trailer, 
50x10. 
Small equity and take 
over paymts. Contact T Sgt. O. 
G 
Mickle, TUcker 3-7711, ext. 
5195, Hamilton AFB. Duty hrs., 
8-5. 
Trailer parked at Capri 
Trailer C L, Petaluma. Space 115. 
’59 Cardinal trailer, 12 ft. Free 
equity, assume payments, $38.65 
mo. DU 8-1281. 
_ 
F O R R EN T : Reserve now 15’ va­ 
cation trailers. Sleeps 5. Nation­ 
wide Rental, 439 Francisco. S.R. 
G L 3-8733. 


C A R S TO W R EC K 
_ T U R R IN IS _________ G L 4-8404 
C A S H . . . No W aiting 
Used cars. Fully paid for or not 
513 FR A N C IS C O BLVD. 
San Rafael S ales 
GL6-0482 
W ill Pay More Cash for 
Y O U R C A R — ANY M O D EL 
CROW ELL MOTORS 
1560 4th St., S. R., G L 3-6155 


135—-Motorcycles— 
Scooters 


M O TO R scooter, ’58 Excel, cond. 
Used little. Asking $95. See, 1860 
Virginia, Novato._____________ 
VESPA, new Feb., ’59. Excellent 
condition. Windscreen, s p a r e 
tire. $275. DU 8-0253 
M O TO R SCO O TER. 
I960 R A B ­ 
B IT — $350. 
PH O N E ED G E- 
W A T E R 2-0873. 
•59” L A M B R E T T A 150LI. Excel­ 
lent cond., new paint lob, wind­ 
shield 
tools. $375. G L 4-3260. 
FR A N C ISC O S A L E S 
Vv’e Buy and Sell New and Used 
Motor Scooters. $10 dn deliv. 
637 Francisco, S R . G L 4-0337 


L 
«. 


35,000 


American families 


is the best 
economy car 
in the world! 


Specials On 


Junipers 
Oleanders 
Prostate Rosemary 
AgapanHius 
English Laurel 
Ceanothus 


1 Gal. Shrubs 


Bottle Brush 
Eugenias 
Abelias 
Nandina 
Aralia 
Berberis 


MONTEREY PINES 


GOLDEN BAMBOO 


PEAT MOSS 


ALGERIANIVY 


GAZANÍASOrange and Yellow. Reg. 6.95—Flat 


LA R G E 
P A R K IN G 
AREA 


We Give 
SA H 
Green Stamps 


W A R D S 


FAST RECOVERY RATI 


GLASS LINED WATER HEATERS 


100% Safety PHot A .*.A . Approved 


CO M PARE OUR PRIO RI 


Reg 
69 91 20 td 59.95 


Ref 
79 91 30 W . 69*95 


Reg 19 95 40 Od 79.95 
Ask About Our 14 Mr. ln*«Mati«w S*rvio* 


TV LOG FOR TONIGHT & TOMORROW 


Junrprnnrtil Jimtmnl. Friday, A ugust 19, I960 
25 
I 
n e i i u c m 
i nnmai1 


son was bettor known by hit - 
middle namp 
Woodrow. 
* 


TONIGHT 


5:00 P.M. 


2 Three Stooges 
4 Popeye 
7 Rin Tin Tin 


5 3ft P.M 
5 Early Show 
•Chain Lightning,” Humphrey 
Bogart A jet pilot sacrifices his 
scruples for money. (1950» 
7 Movie 
•‘Let’s Fall in Love,” Ann Soth- 
ern. 
Musical 
comedy 
about 
Hollywood 
director who falls 
for fake Swedish star. >1934» 


6:00 P.M. 
2 Amos ’n* Andv 
4 News (: 15) Huntley-Brinkley 
9 Music for Young 
Repeat, of Wednesday's 8:30 
program. 


6:3ft P M. 


2 Jeff’s Collie 
4 Assignment 
Four 


San Francisco's rabie cars 
7 News (:45) John Daly 
9 Portrait in Music 
Orquesta de Conciertos de M a­ 
drid with Renata Tarrago, gui­ 
tarist. m 
Concierto de Aran- 
juez ” bv Rodrigo. 


7:0 
P.M. 


2 Ben Alexander Show 
4 Border Patrol 
5 News t: 10» Sports t:15) 
Douglas Edwards 
7 Trackdown 
9 Heredity 
Biologist Dt H Burr Roney ex­ 
plains how the mechanism of 
inheritance works 


7:30 P.M. 
4 Cimarron City 
“The 
Bloodline.” 
J 
Carrol 
Nai.sh. 
A son is torn between 
devotion and conscience when 
he learns his father is a ban­ 
dit. 
5 Rawhide 
“ Incident 
of 
the 
Stalking 
Death." 
Man 
Blanchard. 
A 
young widow begs G il Favor 


Channel Chuckles 


Bv BIl KEANE 


11:3ft A M. 
5 Lone Ranger 


Í¿J¡„ Station KTIM 


“ This one is for 90 minute 
specials.” 


Saturday, Aug 20, 1960 
1510 Kilo 
7 00— Sign On 
7:00— Saturday at Barron's 
Place 
7 25— Commuters News 
7 30—Ted Mitchell's Marin 
Sports Page 
7:45— Saturday at Barron's 
Place 
8 30— Polka Time 
8 45— Newspaper of Air 
9 00— Marin Construction 
News 
9:15— KTIM Polka Party 


9:30—Folk Dance Festival 
10:00—Mid-morning News­ 
paper of the Air 
10.15— Saturday at Barron's 
12 00—Newspaper of Air 
12:15—Marin Sports Page 
12:30—Saturday at Barron's 
1:00—Nort h we stern 
Carillon Bells 
1 30—Gospel Traveler 
4 00—Newspaper of Air 
4:05— Teen Time 
5:30— Newspaper of Air 
5 45—Saturday Music 
7:30—Sign Off 


RADIO TONIGHT 


K ABL—Limelight 
K C B S — Lowell 
Thomas 
: 10. Phil Rizzuto 
:15. Five Minute 
Final 
:20. California 
Edition 
K G O —Bandstand 
20. Bay Business 
:25. Ira Blue 
K N B C —News 
.05. Joe Gillespie 
K SFO —News 
:05. Jim Lange 
5. "ft P.M. 
K C B S —Tom Harmon 
45, Frank Goss 
:55, Point of Law 
K G O — William Winter 
:45, Orval Anderson 
:35. Jim Lange 
:45. Shell Snorts 
K N B C —Richfield 
Reporter 
: 35, Joe Gillespie 
:55. Emphasis 
K S F O — News 
:35. Jim Lange 
fi:00 P.M. 
K A B L —Limelight 
K C B S —Spotlight 
: 15, World Tonight 
KGO--Edward P 
Morgan 
: 15, Virgil 
Pinkley 
K N B C — News 
05. Bill Roddv 
:15, Bud Foster 
K S F O — News 
:05. Jim Spero 
a ’0 P.M. 
K C B S — Western Busi­ 
ness News 
:35i. Masters of 
Melo civ 
K G O —John Daly 
:40, Arthur Van 
Horne 
:45. Paul Harvev 
:50 Euvie Gorme 
:55, Peonie in the 
News 


5:00 P.M. 
K N BC — News of World 
.45. Alex Dreier 
K S FO —News 
:35. Jim Spero 
7:00 P.M 
K A B L -Candlelight 
and Gold 
K C B S —Baekground- 
the news 
:05. Amos ’n Andv 
:25, Kingston Trio 
K G O —Stereo Show 
K N B C —News 
:05. Dining with 
Pledger 
K S FO —News 
:05. Jim Stxro 
1:30 P.M. 
K C B S — Double Plea- 
uie 
:35, In Person 
K G O —Stereophonic 
:55, Weekday News 
K N B C —Festival of 
Music 
K S FO —Russ Hodges 
.40, Jim Spero 
8:00 P.M. 
K A B L — Svmphonv 
Hall 
K C BS-N ew s 
05, Viewpoint 
K G O —Stereophor.jc 
:25. Weekdav News 
K N B C —News 
: 05. Festival of 
Music 
K SFO — News 
:05. lim Spero 
8:30 P.M. 
K C B S —Viewpoint 
K G O —Bible Institute 
K N B C —Festh a) of 
Music 
K SFO - Dance Partv 
9:00 P.M. 
K A B L —Svmphonv 
Hall 
K C B S —News 
.05. Showtime 
K G O —World 
Tomorrow 


K N B C —News 
05 Festival of M u sk 
K S FO —News 
05. Ai t Finley 
9:30 P.M. 
K C B S— Showtime 
K G O — Church In The 
Home 
K N B C —Festival of 
Music 
10:00 P.31 
K A B L — Gaslight 
Serenade 
K C B S —Ten O Clock 
Wire 
:15. Don Klein. 
Shorts 
K G O —Bac k to the 
Bible 
KN BC-N ew s 
05 Festival of Music 1 
K SFO — News 
:05 Art Finley 
10:30 P.M . 
K C B S —Craig Harrison 
K G O —Airmail from 
God 
45, Music 
:55. News 
11:00 P.M 
K A B L — Gaslight 
Serenade 
K C B S — News 
05. Night Number 
K G O —Ira Blue 
Last 
Word in Sports 
K N B C —News 
05. Music from S.F 
K SFO — News 
:05 Ait Finlev 
11:30 P.M . 
K C B S — Music til Dawn 
K G O —On the Town 
I'! Midnight 
K A B L —The Quiet 
Hours to 6 a m 
K C P S — Music Till 
Dawn 
K N B C —Club 680 
K S F O —News 
:05. Herb K?nnedv 
to 6 a m 


— BA SEBA LL— 
Sat., KSFO, 11:10 a.m., S.F. Giants-Chicago Cubs 


— FOOTBALL— 
Fri., KNBC— 8:00 p.m., Oakland Raidcrs-L.A. Chargers 


• 
RADIO TOMORROW 
• 


fi:00 A.M. 
K A B L —Morning 
Overture 
K C B S —News 
05, Owen Spann 
K G O -California 
Holidav 
KN BC -M usic 
K S F O —News 
05. W allv King 
fi .30 A.M. 
K C P S — Owen 
Spann 
•55 Bav Area News 
K G O —California 
Holidav 
K N B C —Monitor 
7-.r0 A.M. 
K A E L — Morning 
Overture 
K C B S —World News 
Roundup 
.15, Owen Spann 
KGO- News Around 
World 
K N B C —News 
:05, Snorts 
10. Monitor 
K S v O—News 
05, W allv King 
7:30 A.M. 
K A B L — John K 
Chapel. News 
:45. Morning 
Overture 
K C B S —Frank Go^s 
45. Changing Times 
K G O —California Holi­ 
day 
:55. Weekend News 
K N B C — News 
: 35. Monitor 
8 A.M. 
K A B L — Morning 
Overture 
K C B S —News 
05, Owen Spann 
K G O —Calif Holidav 
K N B C 
News 
:05 Sports 
: 10, Monitor 
KSFO - - News 
05. W ally King 
1:30 A.M. 
K A B L — John K 
Chapel. News 
:45. Morning 
Overture 
K C B S —Ower Spann 
K G O —Calif Holidav 
:55. Weekend News 
K N B C —Saturday 
Salute 
:45. Construction 
News 
9:0ft AM 
K A B L — Morning 
Overture 
K C B S —News 
05, Owen Spann 
K G O 
Cam Holidav 
:25, Weekend News 
KNBC—Doug Pledger 


9:30 A.M. 
KCBS- -Camerer 
Snorts 
:35, Owen Spann 
K G O -Calif Holiday 
.55. Weekend News 
K N B C —Doug Pledeer 
Ml:0ft A.M. 
K A B L —Serenade in 
the Mornini: 
K C B S —News 
05, Crai? H rmon 
K G O —Calif Holidav 
:25. Weekend News 
K N BC —D e i" Pledger 
| K S FO —News 
:05. Dick Cook 
i 10:30 A.M 
K C B S—Camerer 
Sports 
:35. Gordon Roth 
K G O —Calif 
Holiday 
55. Weekend New's 
1 KN BC-D oug Pledger 
11:00 A.M 
I K A B L —Serenade in 
the Morning 
; KCBS- News 
.05. Gordon Ruth 
1 K N PC —Doug Pledger 
KG O —Calif Holiday 
j 
25. News 
; K SFO —News 
05, Dick Cook 
11:30 A.M 
, K C B S 
Camerer Sorts 
35. Gordon Rcth 
i KG O 
California 
Holiday 
•55. Weekend News 
! K N B C —Monitor 
l‘i Noon 
K A B L —John K 
Chanel, News 
: 15. Middav 
Masterpieces 
K C B S —News 
:05. Gordon Roth 
K G O —Calif Holiday 
:25. News 
K N B C —News 
05, Monitor 
KSFO--News 
: 05. Del '■’ourtnev 
12:30 P.M. 
K C B S —Camerer 
Sports 
: 35, Gordon Roth 
K G O —California 
Holiday 
:55. Weekend News 
K N B C —Alex Dreier 
35. Monitor 
1:00 P.M. 
K A B L —Serenade in 
the Afternoon 
K C B S -News 
05. Fred Wilcox 
K G O —Calif Holiday 
25 News 
KNBC- News 
:10, Monitor 
K S FO —News 


K S FO — News 
:05, Del Courtney 
05 Dick Cook 
1:30 P.M. 
K C B S —Camerer 
Sports 
:35, Frea Wilrox 
KG O -California 
Holiday 
55 
Weekend News 
K N B C —News 
35. Monitor 
K SFO - News 
J5, Del Courtnev 
2:0ft P.M 
; K A B L —Serenade in 
the Afternoon 
K C B S— News 
05. Fred Wilcox 
KGO- Calif Holiday 
j 
:25, News 
K N B C —Monitor 
K SFO — News 
05. Del Courtnev 
2:3ft P.M 
K C B S — Camerer 
Sports 
35. Fred Wilcox 
K G O —Sports 
:35. Calif Holiday 
55. WTeekena News 
I K N BC —News 
35, Monitor 
3:0ft P.M 
K A B L — Serenade in 
the Afternoon 
K C B S -News 
:05. Fred Wilcox 
KG O —California 
Holiday 
i 
:25. Nows 
K N BC — News 
05. Monitor 
K S FO — News 
05. Jim Lange 
3:30 P.M. 
; K C B S— Camerer 
Sports 
35. Fred Wilcox 
1 K G O —Sports News 
:35. Calif. Holidav 
:55 Weekend news 
K N BC 
Hawaii Calls 
1:0ft P.M. 
K A B L— Limelight 
K C B S— News 
05. Fred Wilcox 
KG O —California 
Holidav 
:25. News 
KN BC-N ew s 
:05. Sports 
10. Monitor 
K S FO —News 
:05. J'm Lange 
4:30 P.M. 
K C B S —Camerer 
Sports 
.35, Fred Wilcox 
K G O —Sports News 
•55 Weekend News 
KNBC- News 
;35. Monitor 


for help alter a puma kills her 
son. 
7 Walt Disney 
9 French 


8:(10 P.M. 


2 Silent St r tee 
9 Redman’s America 


8:30 P.M. 


2 Championship Wrestling 
4 Wichita Town 
5 Hotel De Paree 
7 Man From Black hawk 
9 Festival oi Music 
Boston 
Symphony 
Orchestra 
Charles Munch conducting 


8:0ft P.M. 


4 Play Your Hunch 
5 Video Village 
7 77 Sunset Strip 
Jeff Spencer on a mission to 
rescue a kidnaped strip-teaser 


9:30 P.M. 


7 Charterboat 
4 Masquerade Party 
5 December Bride 


10:00 P.M. 
2 News (15) Sports 
(:25) Weather 
4 Moment of Fear 
"Finger of Death ” A wife is 
shot to death by a gunman 
while her husband watches 
5 Twilight Zone 
“The 
Last 
Flight.” 
Kenneth 
Haigh. 
A World W ar I pilot 
returns from 
a 
1917 mission 
over German lines—and learns 
it is 1959. 
7 Robert Taylor 


10:30 P.M. 
2 Don Sherwood 
5 Person to Person 
Actor Pat O'Brien and comedy 
writer Jack Douglas are vis­ 
ited. 
7 Black Saddle 
9 Religions of Man 


11:00 P.M. 
2 Movie 
“ Captain of the Clouds." James 
Cagney. 
A free-wheeling bum 
joins the Royal Canadian Air 
Force and shows his true col­ 
ors. <1942 > 
4 11 O'Ciock News 
(: 10» Sports Desk 
(: 15) .Jack Paar 
Tape of Ju ly 6 show with Tony 
Randall. 
Dr. 
Barbara 
Moore 
and Jonathan Winters. 
5 News 1:10) Sports r.15) 
Movie 
“ Rhythm on the Range.” Bing 
Crosby. 
A society girl flees as 
her wedding date approaches, 
to the family ranch. (1936) 
7 Movie 7 
“ Her Highness and the Bell­ 
boy,” Robert Walker and June 
Aliyson. A bellboy falls for a 
princess who, he thinks, is a 
maid. (1945) 


12:45 A.M. 
5 Late Show 
“ Two Fisted,” Lee Tracy. Two 
fighters become servants and 
try to straighten out the prob­ 
lems of a family, (1935) 


1:00 A.M. 
4 Almanac: Newsreel 


2 0ft A.M. 


? News 


SATURDAY 


6:30 A. M. 


4 White Collar Farmer 
5 Agricultural Show 


7:00 A. M. 
5 Hannibal and Friend 


7:30 A.M. 
4 Popeye 


8:30 A.M. 
4 Circus Boy 
7 Charley Horse Show- 


9:00 A.M. 


4 Ruff and Reddy 
5 Captain Kangaroo 


9:30 A.M. 
4 Fury 
7 Rocky 


NOON 
Playhouse 
'Sweet Charley,” Frank Love- 
joy 
A private detective and a 
police inspector disagree over a 
murder case 
Movie 
"Flaxy Martin ’ Zacharv Scott 
and Dorotln Malone 
A young 
lawyer gets involved with an 
unscrupulous 
.showgirl 
and 
a 
mobster, and is double-crossed 
Sky King 


12:30 P.M. 
2 Movie Matinee 
Red 
Planet 
Mars," 
Andrea 
King 
Attempts to communi­ 
cate with Mars set off a chain 
of events menacing the entire 
world. 0952) 
5 Colonel Bleep 
7 Saturday Matinee 
“The Lady Is W illing " M ar­ 
lene Dietrich and Fred Mac- 
Murray 
A 
star 
arranges 
a 
marriage of convenience so she 
can adopt a child. (1942) 


1:0ft P.M. 
5 Movie 
"The Mad Doctor." Basil Rath- 
bone 
A psychiatrist 
marries 
wealthy women, then murders 
them. (1941) 


1:3« P M. 
4 Movie 
“ Here Comes the Navy.” James 
Cagney 
and 
Pat O'Brien 
A 
sailor feuds with a Dotty of­ 
ficer. 


2:00 P.M. 
2 Gene Autry 
“The Man from Music Moun­ 
tain ” 
Gene is after a gang 
selling worthless mining stock 
7 1:15) Adventure Theater 
“ A Night to Remember.” Brian 
Aherne and Loretta Young 
A 
mystery writer and 
his wife 
turn detectives after finding a 
body in their apartment. 


3:00 P.M. 
2 Roy Rogers 
“ The Bad Man of Deadwood.’ 
A bad man turns good and joins 
a traveling show as a pistol 
shot artist. 
4 True Story 
5 J Love Lucy 


3:30 P.M. 
4 Detective’s Diary 
5 Life Of liilcy 
7 (:45) United Steelworkers 


4:0ft P.M. 
2 Pet Life 
4 Adventure Tomorrow 
Tour of a solid rocket plant. 
5 Dance Party 
7 Chicago Wrestling 


4:30 P.M. 
2 Black .Jack Wayne 
4 Top Movie 
“ Bordertown,” Paul Muni and 
Bette Davis. 
A son of an il­ 
literate foreigner works his way 
to the top, but 
finds wealth 
does not mean happiness. 


Bridge Traffic 


Sets New Record 


Vehicular traffic on the Rich- 
mond-San Rafael Bridge set a 
new high record in July with a 
total of 335,657 cars, trucks and 
buses crossing the span. 
The average number of vehic- 
, les per day — 10.828 — also hit 
a record high since the bridge 
j opened Sept. 1, 1956. 
Total collections for July was 
$281,779.25, making a total for 
the year to date of $1,585,150. 
; The average toll per vehicle 
was 83.9 cents. 
Highest day for traffic w'as 
July 24 when 14,927 vehicles 
: crossed the bridge, and lowest 
day was July 12, with 9.107. 
The record high was Sept. 2. 
1956, 
when 
18.743 
vehicles 
crossed. 


A JINGLE FOR A WORTHY CAUSE 


Marin volunteers for the United Cru­ 
sade are bending their ears to the 
crusade s jingle in this photo taken in 
the studios of radio station KTIM. 
The jingle, recorded by the Gateway 
Singers as a volunteer contribution to 
the Crusade campaign, will be broad­ 
cast over KTIM and other Hay Area 
stations as a public service. Listening 


are. from left, Robert Corlett, chair­ 
man of the Marin Crusade speakers 
bureau; Robert Randolph, public re­ 
lations chairman for the Marin Cru­ 
sade; John hcpreo, public relations 
chairman for tin* five county United 
Bay Area Crusade, and Mrs. Thomas 
J 
Mellon, president of the Mann 


t inted Fund. 


MARIN 


CALENDAR 


French is still the official 
language of the Channel Is­ 
lands, which have been at­ 
tached to England since the 
year 1066. 


TONIGHT: 
Alcoholics 
Anonymous, 
Novato 
Group. 8:30 pm., Fifth and Grant 
Streets 
Alcoholics Anonymous. T r r r a 
Linda Discussion Group. 8 30 p.m., 
Lutheran Church 
Buz/in’ Boots, 9 p.m., Star Hall. 
San Anxelmo; intermediates, 7:30 
p.m. 
Marin Rod and Gun Club. 8 
p m , clubhouse. Point San Quen­ 
tin 
Stores open until 9 pm 
San 
Rafael, Corte 
Madera 
Shopping 
Center, Novato, some in San An- 
selmo. 
Alcoholics Anonymous, Sir Fran­ 
cis Drake Group, 8:30 p.m., St. 
Columba’s Church. Inverness 
Marin Club, 9 p m., Bob’s oi 
Marin, Corte Madera. 


TO M O RRO W : 
Alcoholics Anonymous, San R a ­ 
fael Saturday Night Group, 8 30 
p.m Trinity Lutheran Church 
Hardly Able Folk Dancers, 8:30 
p.m., Almonte Hall, Almonte. 
San Quentin Prison Arts and 
Crafts Show, open to public. 9 a m 
Dogs for the Blind graduation, 
2 30 p.m., campus. Los Ranchitos 
Road. 
“Tom Sawyer." 2:30 pm , Sausa- 
hto Gate Playhouse. 
Sports car show presented by 
Montecito Merchants Assn., 9 a m . 
Montecito Shopping Center, San 
| Rafael. 


One Way To Get 
Hubby To Phone 
BALTIMORE /P One Balti­ 
more woman insisted on reach- 
I mg her husband w hen he was 
'a patron of a tavern with an 
I unlisted telephone number 
“ I'm having a baby!” she 
screamed at the operator. “ I’ve 


j GOT to talk to my husband ' 
The emergency was honored 
The call went through and the 
husband was called to the tele­ 
phone. 
“ Ed.” said the wife, “ bring 
me home two hard crabs.” 


interchange 
Plan Report 
Authorized 


Two Rodeo avenues were 
recommended to the Sausalito 
City Council Tuesday by City 
Engineer John E. Hunter one 
for up traffic, one for down 
Hunter reported on a prelim­ 
inary engineering study of the 
Sausalito entrance off High­ 
way 101 which will have an 
interchange, saying the cost of 
a new road would he substan­ 
tially less than improving the 
existing road. 
He added that 
the new road would be a neces­ 
sity in 10 years and proposed 
that the present Rodeo Avenue 
be used as a two lane road 
going up. the proposed new 
one to come down. 
Mayor Philip S Khrlich Jr 
asked Hunter to get more in­ 
formation including costs, to 
meet 
with 
Bruce 
Bernhard 
whose property would 1h> cross 
ed by the new road, and report 
at the Sept. 6 meeting. 
In another action the coun­ 
cil approved a request that Ed­ 
wards Avenue be made a “one­ 
way” street limiting traffic to 
a west-to-east direction. 


And they’r# 
absolutely right. No other 
so-callod economy car 
otters you as much for 
anywhere near the pnc*I 
Check these features: 


• Up lo 40 mil#1 lo th« gallon 


• 4 Speed Gearbot 
• 4 I A' gt Penons rxft in Comfort 
• Full Volume fresh Air Heater 
• Practical Luggage Spare 


• Top speed over 70, end handles 
li*e « sporti car 


H A V f YOU Tf ST D R IV IN A 


M O R R IS ? AVAILABLE IN 
C O N V l R T IR lf, STATIO N W AGOtt 


ANO S IO A N STY IPS. 


M o il* 
the h if'tA M o tn r 
( ofpofoEiort — 650 U- S. D *ol*fP 


*1,545.00 


P o rt « f In f r y 


E. F. Swceney 
j f 


British Cars 


523 Francisco, San Rafael 
G lenw ood 4-6515 


Corte M ad era 
Shopping Center 
W Abash 4-3485 


SAVE $8000 NOW 
M 
ON THIS 1960 FRIGIDAIRE 
MPERIAL AUTOMATIC WASHER 


WITH EXCLUSIVE 3 RING “ PUMP” AGITATOR! 


W AS *359.95 


OUR CLEARANCE PRICE 


and Friends 


10:00 A.M. 
2 Americans at Work 
Operating engineers. 
i:15) Industry on Parade 
4 Howdv Doody 
5 Heckle and Jeckle 
7 Charley Horse 


10:30 A.M. 
2 Movie 
“ Badlands of Dakota." Brode­ 
rick Crawford. 
Paths of two 
brothers, 
one 
righteous, 
the 
other lawless, cross. (1941) 
4 Cartoon Carnival 
5 Mighty Mouse 
7 Jr Mr. and Miss America 


11:00 A.M. 
5 Crusader Rabbit 
7 Charley Horse 


Model Wl 60 


w ith trade-in 


T O P S IN EV E R Y T H IN G B U T P R IC E ! 


• Automatic Soak Cycle — coaxei 
aw av stubborn soil! 
• Automatically dispenses bleach, de­ 
tergent, dye, rinse conditioners. 
• Special Wash & Wear Cycles for 
treated cottons and synthetics 


T H E 


é 6 S I 
T E L E P H O N E - Glenwood 4-618 


Next To San Anselmo Super Market 


A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
j A 
A 
A 
A 
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We have to do it even if it hurts move 
out all I960 models at sacrifice prices to 
m ake room for new models coming in! 
W L(/£S 
S £ £ C/S /JA/O & ?l/£ $ $ $ 


OPEN FRIDAY NIGHT 
UNTIL 9:00 


THIRD & C STREETS 
SAN RAFAEL 
GL 3-6070 


Every one is factory-fresh. It’s the best 
deal in town, but better hurry. Quantity 
limited! 


Z i 
jhròrprnhmt.flmmiaf. Friday, August 19, I9 6 0 


Tooth Paste Brand Wins 
Dental Group’s Approval 


Dentists Make History 
Brand Of Toothpaste Recognized 
As Decay Preventive Agent 
Muhler believes topical appli­ 
cation by the dentist will be 
much more important than the 
toothpaste and that fluoridated 
water supplies are still the best 
and cheapest method of dental 
decay prevention. 
The ADA. in its announce­ 
ment to the dental profession, 
also 
stressed 
that stannous 
fluoride tooth paste is an aid 
but not a cure-all and does not 
substitute for community fluori­ 
dation. 
But the decay reduction cred­ 
ited to Crest is marked. 
In one test group using the 
dentifrice “ under normal con­ 
ditions in their homes.“ there 
was a 23-per cent reduction, 
as compared 
with 
brushing 
done with other cleaners. 


peicussions in a dentrifice m a r­ 
ket where sales exceed $300 
million a year. 
The endorsement is a per­ 
sonal victory for a 36-year-old 
biochemist. Joseph C. Muhler, 
who began working with stan­ 
nous flouride as a substitute for 
sodium flouride when a sopho­ 
more dental student at Indiana 
University. 


Although the conservative 
ADA continued to decline ac­ 
ceptance 
of 
his 
assertions* 
Muhler persisted in his re­ 
search 
when a less deter­ 
mined 
investigator 
might 
have become discouraged. 


Muhler has assigned his pat­ 
ent to the Indiana University 
Research Foundation. 


Procter & Gamble, headed by 
Neil 
McElroy, 
former secre­ 
tary of Defense, has paid al­ 
most $100.000 in royalties to 
the foundation. 
Under university regulations, 
Muhler is not allowed to par­ 
ticipate in royalties but a uni­ 
versity spokesman said he had 
been iakcn care of with a sub­ 
stantial increase in salary that 
puts him in “ top level ranks.,r 
He also has been awarded a 
special title as research pro­ 
fessor of basic sciences, a new 
laboratory and the freedom to 
work on his chosen projects. 
Muhler believes even greater 
advances in stannous fluoride 
lie ahead. 


In an interview with the 
Observer-Chicago News Serv­ 
ice, he predicted that stan­ 
nous 
fluoride 
applied 
only 
once to the teeth by the den­ 
tist in matter of seconds, in­ 
stead of many minutes as 
now, will confer protection 
for an indefinite period. 


Bv ARTHUR J. SNIDER 
e*Mrv*r-C»N<»«« N#w* WorM Sarvie« 
CHICAGO — In an unpre­ 
cedented action, the American 
Dental Association has recog­ 
nized a tooth 
r 
paste as hav- 
ms decay pre- 
■ R H P ® 
A venting 
bene- 


gredient 
in 
the 
to o th p a ste - 
stannous fluoride, a compound 
of tin and fluorine. 


Back of the council’s deci­ 
sion are 10 years of clinical 
studies. There were seven test 
groups» each m atched by “ con­ 
trols.” 
One group used the dentifrice 
“ under norm al conditions in 
their hom e.” They experienced 
a 23 per cent reduction in the 
incidence of tooth decay. 
Reduction In Decay 
M embers of the s e c o n d 
brushed their teeth once a day, 
under supervision, with a 34 
per cent reduction. In a third 
group, with supervised brush­ 
ing three tim es daily, there 
was a 57 per cent reduction 
in decay. 
The council said these experi­ 
ences em phasized the need for 
frequent use of the dentifrice, 
along with a program of “ good 
oral hygiene” , to achieve m axi­ 
mum benefits. “ Good oral hy­ 
giene” would include proper 
use of the toothbrush, regular 
attention from a dentist and 
avoidance 
of 
excessive 
con­ 
sumption of candy, sweetened 
soft drinks and other sources 
of sugar, which cause teeth to 
rot. 


The 
ADA 
now 
recognizes 
three 
m ethods 
of 
obtaining 
benefits from fluorides: 
► Fluoridation 
of 
c o m ­ 
munity w ater supplies. 
► System atic application of 
fluoride solutions by the den­ 
tist to the surface of chil­ 
dren’s teeth. 
► Stannous fluoride denti­ 
frice. 
Fluoridation, the ADA coun­ 
cil stated, is by far the most 
desirable method of preventing 
decay, from the standpoint-of 
cost, 
effectiveness 
and 
con­ 
venience. 
Prelim inary studies by - the 
council suggest that a com bina­ 
tion of all three m ethods m ay 
be m ore worthwhile than one 
alone. 
Fluorine, 
in 
fluorine 
i m ­ 
pounds, is a “ trace elem ent” 
necessary for adequate con­ 
struction of our bodies. 
Teeth 
that lack fluorine are m ore 
susceptible to decay than teeth 
t h a t 
contain 
an 
adequate 
amount. 
Not all decay, however, is 
believed due to fluorine defi­ 
ciency. 
Also the use of flu­ 
oridation decreases in effec­ 
tiveness as children grow to­ 
ward m aturity. ^ 


Stannous Fluoride 


Used In Product 


By RAY BRUNER 
• l a d e Science Editer 
The 
A m erican 
Dental 
As­ 
sociation m ade history today. 
It officially recognized a tooth­ 
paste as an effective decay 
preventive agent. 
This had never been done 
before 
by the ADA., 
which 
for years had rejected claim s 
of m any dentrifice m anufact­ 
urers, such as “ a clean tooth 
never decays” . 
The 
unique 
destinction 
of 
being recognized by the ADA 
goes 
to 
“ C rest” , 
m anufact­ 
ured 
by Proctor & Gamble 
Cincinnati. 
“ C rest” , the ADA council on 
dental therapeutics reported in 
today’s issue of the Journal of 
the A m erican Dental Associa­ 
tion, “ has been shown to be an 
effective 
anti-caries 
(decay 
preventive) dentifrice that can 
be of significant value when 
used in a conscientiously ap­ 
plied program of oral hygiene 
and regular professional care; 
C rest dentrifice m ay also be 
of value as a supplem ent to 
public health procedures.” 
The council em phasized its 
action appliec* only to one in­ 


The 
ADA 
h e adquarters 
officially 
ac­ 
cepted a fluo­ 
ride dentifrice 
discovered by 
an 
Indiana 
U n i versity 
dental 
scien­ 
tist and m ar­ 
keted eommeicially by Procter 
k G am bit Co. under the name 
of Crest. 
The action is significant not 
only beci.ise the ADA has for 
decades refused to recognize 
any toothpaste, but has also 
implied that the public was 
wasting money buying it. 
ADA 
educational 
materials 
have stressed 
that the tooth 
brush is a big preventive weap­ 
on and that baking soda or salt 
w ater are as effective as any 
tooth paste or powder. 


A* one toothpaste after an­ 
other came alorg with lavish 
claims for the long • sought 
ingredient to curb tooth de­ 
cay, the ADA promptly cau­ 
tioned the public against ex­ 
travagant advertising. 


Toothpastes containing chlo­ 
rophyll, 
ammonia, 
penicillin, 
detergents, germ-killers, sugar- 
blocking enzymes and others 
failed to win the much-sought 
ADA approval. 
The 
official 
nod 
given 
to 
Crest is expected to have re- 


SNIDER 


In 
another 
group, 
where 
there 
was 
supervision 
of 
brushing once daily, the re­ 
duction was 34 per cent. 


Under an ideal setting, where 
brushing was supervised three 
times a day, there was a 57 
per cent reduction, a 
figure 
ranking favorably with 60 per 
cent reduction in community 
water studies and 60 per cent 
in Muhlers’ topical mefhod. 
The ADA has made it> clear 
It was only recognizing Crest 
and that the acceptance does 
not apply to any other stannous 
flouride dentifrice that m ay he 
on the m arket or might come 
on later: 
fj|: 
.,ii tO 
endanger fire protection on fhe west side of the Iowa river, 
Dental Group Okays Crest 
As Decay-Preventive Agent 


“The stannous fluoride denti­ 
frice is an aid to combating 
dental decay; it is not a cure- 
all. Nor will it substitute for 
fluoridation of community wa­ 
ter s u p p l i e s . 
Fluoridation, 
which is supported by exhaus­ 
tive long - term studies, re­ 
mains by far the most effective 
means for obtaining the bene­ 
fits of fluorides. 
“We 
hope 
that 
additional 
studies will further clarify the 
role of Crest or other denti­ 
frices in the program of pre­ 
venting dental decay.“ 
Three elements were involved 
jin the council’s decision- 
safetv. tv" 


It* 
The American Dental associa- 
m tion today officially recognized I 
Crest toothpaste as “an effec- i 
tive decay - preventive agent.” \ 
Crest is the first dentifrice ever 
a- to receive such recognition, the 
ed association said in Chicago. 
^c’ 
In a statement published in 
the August 1 issue of The Jour- 
n&l of the American Dental As- 
aociation, the A.D.A. council on 
dental therapeutics reported: 
ln 
“Crest has been shown to be 
r* an effective anticaries (decay 
preventive) dentifrice that can 
1 be of significant value when 
used in a conscientiously ap- 
e plied program of oral hygiene 
y and regular professional care; 
n! Crest dentifrice may also be of 
. i value as a supplement s* - *" 
health pror»'4-' 


conducted dur­ 
ing a ten-year period and “the 
manufacturer’s willingness to 
limit advertising c l a i m s to 
those supported by adequate 
research.” 


^ ^ P ^ ^ I u T ^ f ^ W i u a te d to 
date by the council is supported 
by evidence 
considered 
ade­ 
quate to demonstrate substan­ 
tial effectiveness, 


The more you read the clippings above, the more you realize that 


now you can do something about tooth decay with a toothpaste. 


“ Dentifrice found to present decay . . . won recognition from the 


American Dental Association . . . never done before.” These are some 


of the words the nation's press used this month to tell the news of 


the American Dental Association s recognition of Crest* as effective 
against cavities. 


Effective against cavities but not a cure-all 


But, effective as this stannous fluoride toothpaste has proved to he, 


there s a lot more to good dental health than just squeezing Crest on 
your toothbrush. 


The real key is not the use of Crest alone. But the use of Crest as 
part of a dental program. 


The American Dental Association spelled this out in their official 


statement: “ Crest has been shown to he an effective anti-decay den­ 


tifrice that can he of significant value when used in a conscientiously 


applied program of oral hygiene and regular professional care.” 


Rules for dental health still a pply 


And that, of course, means the complete dental program your dentist 


has always recommended for dental health: 


1. You still should brush regularly. After each meal is best. 


2. You still should brush right. Away from the gums. And make 


sure you brush every' tooth—especially the back ones. 


3. } ou still should natch those treats between meals. Between- 


meal treats can l>e overdone. Be sure to follow your dentist's advice. 


4. ) on still should see your dentist twice a year. Give him a chance 


to spot trouble early and stop it before it gets headway. 


Don't expect m iracles—do expect few er cavities 
As the American Dental Association says, “ Crest has been shown to 


be effective” (when you use it right and use it regularly). So team it 


up with the right kind of dental program and start reducing your 
family's cavities now. 


II hy is Crest different from other toothpastes? 


The answer is simple. The thing that makes Crest different is 
Fluoristan®—an exclusive stannous fluoride formula. 
Stannous fluoride, you know, is a decay-lighter dentists them­ 
selves use to prevent cavities. With Crest, you put the same 
fluoride on your teeth at home, too, every time you brush. 
The effectiveness of this fluoride in Crest has been proved by 
years of tests. Tests in which Crest had to prove its superiority 
over regular toothpaste. And did in test after test. 


¡¡Sir3 Your dealer may be temporarily out of stock in 
benefits of Crest are so important, we hope you’ll take 


© i960, T he Procter & Gamble Company 
your favorite size. Because tlie 
another size until we catch up. 
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